

Volume XXVII. 



LOUISVILLE, THURSDAY. OCTOBER 2, 1879. 



Number 40 



Mason are housing a crop of tobacco much 
larger than that of last year. .Some of them 
are very much pressed for barn room for their 
large crops. They are sowing a much larger 
crop of wheat too, this fall. 

bOYLE. 

Mr. T. P. Gentry has a lot of mules run- 
ning on a field of orchard grass, and said to 

be doing as well as if fed. The John 

Lewis lands were sold — lOO acres and im- 
provements — to B. McDonald at $23 per 
acre ; 85 acres knob land at $5 per acre. 



MONTGOMERY. 

George Richardson has sold his farm of 157 
acres near Mt. Sterling, to George Whitney, 

at $100 per acre. John McDonald has 

sold an Ericson mare ^nd her colt, by Col. 
Stone’s Strathmore, for $1,000. Alex. 



_ j^aWCUiTUTiy^U 

KENTUCKY FARM NOTES. 

HARRISON COUNTY. 

At a recent sale at Hinton Station, corn in 
the field sold at an estimate of 75c per barrel. 

Thomas Furnish, near Connersville, 

sold his farm of 1 10 acres to Mrs. Coons, for 

$30 per acre. The Cynthiana Xtr.vs says 

Alex. .McLoney, a thrifty farmer near Conners- 
ville, has an oat stack and several ricks of hay 
which he put up twenty years ago. Of course 
everybody in that county will know where 
headquarters for rats are. 

BQURBON. 

R. B. Hutchcraft has bought Horace 
1879 crop of hemp, 43,000 lbs, at $5.62J?per , 

.cwt. O. A. Gilman has bought 2,000 ' Scobee weighed a Cotswold lamb the day it 

heavy sheep for Boston' market, oay- 
ing 4X^c for November, and 4l^c for 

December delivery. Mr. John 

T. Burgess has gone to Canada to 

imp<^ more fine sheep. Chas. 

Gilkey, near Millersburg, is said to 
have a five months’ old Cotswold 

lamb that weighs 135 lbs. Mrs. 

Riddell has sold her farm of 133 
acres, adjoining Millersburg, to T. J. 

Judy, at $50 per acre. James 

Rowland has rented the Ogden farm 

of 850 acres for $1,700. W. W. 

bought the Stone farm of 357 
acres, one and a half miles from Paris 
at $67 per acre. 



Late sales reported in Democrat: 

New corn in Goode's precinct at $i ; 

Frank 'Puzzle sold to George K. Bean, 
a jack colt 13}^ hands high, for 
$'» 5 r H. F, Judy tc J. A. Judy 45 
dattle, averaging 1,600 lbs, $4.50; 

Jas. Hodges to Jas. Whaley, 1 14 
grade ewes, averaging 124 lbs, at 4c 
per lb; Thos. Johnson to I. A. Judy, 

67 i,6<x>-lb cattle at $4.50; J. H. 

Graves to Jas. Miller, 50 Cotswold 

ewes at $12.50 per head. J. N. 

Massie has cut two crops of millett 
and Hungarian grass from one sow- 
ing. 600 cattle on market Win- 

chester court day last week, mostly 
common stock. Best sold at 3j^c 
to 3?^c; all were sold. Mules 15 
hands high brought $75 to $125. 

J. H. Goff has gathered 30! 

good feeding cattle, averaging 1,200 
lbs, at 3J^c. 

FAYETTE. 

At the sale of F. B. Waltz, Slick- 
away, feeding hogs brought $3 per 
cwt ; hemp, per stack, $25 ; oats, 
stack I tons $25 ; old corn $2.05 
per bbl ; common ewes $2.05 per 

head. The Central Beekeepers’ 

convention will meet in Lexington, October 
7. \ poor crop of Irish potatoes is re- 

ported in this county. 

SCOTT. 

Willie Offut has rented to Charles Rogers 
his farm of 200 acres, near Newtown, for 
$900. Mrs. Lowery rented to Wm. Renaker 
232 acres, near .same place, for $900. 

WOODFORD. 

Jesse Martin bought last week 250 fat hogs 

at $3 per cwt. Court day last week 200 

cattle were sold in Versailles at fair prices. 

JESSAMINE. 

.V correspendent of the yei/nwl reports hogs 
selling at $3 50 and $3.70 at South Elkhorn. 
Perhaps he means $2.<;o to $2.70. 

HENRY. 

John Morris, near Sulphur station, sold last 
week ninety ewes to Tuck Starks at $2.80 per 

head. Samuel Pryor has bought 500 

head of hogs at 3c. Reuben Coons has 

sold John Brant a lot of new corn at $2 per ^ 
bbl, to be shucked and delivered in the field. | 
SHEI.BY. I 

The farm of Mrs. Wilson, containing | 
seventy acres, near Shelbyville, was sold pub- 
licly last week at $107.25 per acre. Mr. L. 

Chowning was the purchaser. The farm 

of George R. Smith, on Hempridge, contain- 
ing 197 acres, was bought last week by L. W. 
McCormack at $79 per acre. Corn at same 
sale brought $1,261^ per bbl in the fiej^tl, and 
sheep $6.75 per head.- 



has sold to Dadisman & Offut 100 fat cattle, 
averaging 1,715 lbs, at $4.75 per cwt. . 
HARDIN. 

The farmers at Glendale are already com- 
plaining of the Hessian fly in early wheat. 
GARRARD. 

A. R. Denny-ik Co. have sold to J. J. Wil- 
liams the old Denny farm near Hyattsville, 



HOLSTEIN COW ‘•PORCELEINTJE.” 

The beautiful cut which we give on 
this page is a truthful and accurate 
sketch, taken by the noted young artist 
H. S. Kittredge, of the Holstein cow 
“PorceleintJC,'’ from the h#rd of Messrs. 
Smiths & Powell, of Syracuse, N. Y. 
These gentlemen now have the largest 
herd of this noted breed of cattle in 
America. They have imported no 
head within the last year, one of their 
number having visited Holland in per- 
son, selecting the choicest animals from 
the best and largest milking herds to be 
found in •♦hat country. 



the rows eight feet apart. The vines 
are all turned one way. Only two 
melons are allowed to grow on each 
vine. The melons are cut open by 
hand, and the inside scraped out. This 
pulp is put through a strainer, and the 
juice is then boiled down and made into 
sugar. 

A GREAT WHEAT FARM. 

Our patient, frugal, well-to-do farm- 
ers of the New England States, who 
cultivate their ancestral acres, and have 
scarcely ever passed beyond the bound- 
aries of the States in which they were 
born and raised, can have little con- 



Milk 



“PORCELEINTJE,” IMPORTED HOLSTEIN COW, FIVE YEARS OLD. 

Record, 65 lbs in a day at fo’jr years old, and 1,810 lbs in a month at five years old. The property of Smiths & 

Po'well, Syracuse, Ne'w York. 



- J ames Guthrie 



was six months old, and it pulled the beam at 
150 lbs. 

NELSON. 

The lands of S. P. and J. M. Lancaster 
were sold last week in lots to R. B. Lancas - 
t er — 1,150 acres for $23,340, averaging about 
$20 per acre. A Tennessee party is feed- 

ing 500 hogs near Samuels’ Depot, where he 
gets corn at 25c to 30c in the field. 

Largf.-boned animals are apt to be 
weak, and with small muscular devel- 
opment, generally from imperfection in 
the digestive organs. If the defect is 
constitutional, this is intensified. On 
the contrary, animals with firm, hard 
bones, usually show large muscular de- 
velopment, and here again this is inten- 
sified by hereditary transmission. In 
this the male is held to be prepotent, 
and hence the necessity that the sire, at 
least, should have large development of 
lung power, and good digestion, es- 
pecially. The female, good lungs and 
roomy in the barrel. When both sire 
and dam are good, the transmission of 
these characteristics is potent . — Prairie 
Farmer. 



250 acres, at $36.80 per acre. W. M. 

Fair had a large steer choked to death with 
an apple. 

MARION. 

Raywick correspondent of Standard reports 
sales of mule colts to Alex. Raley at $37.50, 
$40, and $50 each. 

MASON. 

The Griffith farm of 148 acres, near “Desha 
Valley,” was sold, 20th inst., for $75.50 per 
acre to Henry Howard. The farmers of 



\ BARN in Oakland, Jefiferson county, 
Wis., was recently burned by the spon- 
taneous combustion of clover put in the 
barn in an uncured condition and cov- 
ered over with marsh hay, which pre- 
vented the gas formed by fermentation 
of the clover from escaping, until an 
explosion took place that was heard a 
mile and a quarter aw'ay, and which 
let the air so suddenly upon the clover 
that it ignited. — Wisconsin State Journal. 



Our foreman wants to know why a 
man charged with crime is like type ? 
’Cause he should not be locked up un- 
til the matter is well proved. 



Porceleintje was imported in Decem- 
ber last, having the season previous, 
when only four years old, given sixty- 
five pounds of milk in one day. Dur- 
ing the past season she has given 1,810 
lbs milk in one month, notwithstand- 
ing the unfavorable effect of change 
of climate, feed, care, etc. She meas- 
ures over eight feet in length, from the 
hort^s to the root of tail, and will weigh 
over 1,500 lbs. This firm has one six 
year old cow that weighs 1,700 lbs, and 
yearlings that will weigh from 1,000 lbs 
to 1,200 lbs. 

No other breed of cattle so success- 
fully combine to a marked extent 
both beef and dairy qualities. They 
are very hardy and easily kept, fatten 
readily, and are the largest milkers 
known. Yearly records of 10,000 lbs 
of milk are very common, 12,000 lbs 
are not rare, while even 14,000 lbs and 
16,000 lbs have been reached. Out 
side of this breed, and previous to their 
introduction, such records were sup- 
posed to be impossible. They are re- 
markably quiet and docile, which ac- 
counts for the fact that they produce 
more milk from a given quantity of 
food than other herds. The food con- 
sumed goes to produce milk instead of 
being required to sustain nervous force. 

We hope soon to be able to present 
our readers a cut of the noted prize 
bull “Uncle Tom,” from the same 
herd, and perhaps some other animals. 

In I.ombardy large fields of water- 
melons are raised solely for making 
sugar. They are planted upon the 
sandy borders of the rivers, after the 
spring floods retire. Unlike the mode 
of planting adopted here, the vines are 
planted one foot apart in the row, and 



ception of the magnificent scale in 
which farming operations are carried 
on by the aid of modern machinery in 
some of the wheat-producing Territo- 
ries of the far West, or how rapidly the 
wilderness is made to blossom like the 
rose, when taken possession of by men 
of capital and great energy who have 
practical knowledge of farming. 

-\n account recently furnished in one 
of our Western exchanges of the opera- 
tions of a Mr. Dalrymple, in Dakota 
Territory, contains a great many inter- 
esting and instructive facts, as to the 
manner and cost of raising wheat on a 
large scale. Mr. Dalrymple cultivates 
three contiguous farms, aggregrating 
75,000 acres, in which he has a half in- 
terest, which cost $5 per acre. There 
are 20,000 acres in cultivation, and the 
first furrow was turned in 1876, from 
which he harvests this year, at the rate 
of twenty-five bushels to the acre, half 
a million dollars’ worth of wheat. In 
seeding he uses from six to seven pecks 
to the acre, and employs one span of 
horses or mules to each eighty acres. 
One of Wood’s plows and a fourteen - 
tooth harrow are allotted to every hun- 
dred acres, and one hundred and fif- 
teen self wire-binding reapers and twen- 
ty steam threshing machines, which 
consume all the straw, are used in har- 
vesting. 

For the sake of convenience the farm 
is divided into sections of 2,000 acres, 
by roads, and every 5,000 acres is in 
care of a superintendent. There is a 
complete set of buildings to every sec- 
tion, including store houses, black- 
smith and carpenter shops, with spa- 
cious boarding houses for the men. 

The working hours during harvest 



are from five until six, and the pay is $2 
per day and board, during the harvest- 
ing and threshing, which lasts about 
five weeks. The ordinary pay is $20 
per month and board. These are 
mostly residents of the neighborhood, 
who have newly moved into the Terri- 
tory, and taken up government lands, 
and are glad, after having plowed their 
own lands, to add $70 or $80 to their 
often scanty capital. 

Mr. Dalrymple states that the cost of 
putting in his first crop was $10 per 
acre, and of the second $8, which in- 
cludes interest at 5 per cent, on cost of 
land and value and depreciation of 
machinery and stock. .All mules 
are bought in at St. Louis, at 
an average cost of $20 per 
head, and all the provisions not 
raised on the farm are bought in 
the cheapest markets, generally 
New York and Chicago. Each 
reaper takes an eight-feet swarth 
and cuts fifteen acres a day. The 
seif-binding reapers save the 
labor of 600 men, in binding the 
sheaves. In reaping, a mile 
square is taken, and twenty one 
machines work on the patch,, 
running one after the other in 
close succession. 

The writer says: “I stood 
one these 
Targe squares of uncut wheat 
while the first machine passed 
me. In five minutes the twenty- 
first had gone by, and I stood 
in the middle of a stubble-field 
covered with neatly bound 
sheaves and the edge of the 
waving grain 168 feet away. 
In de.scribing these immense 
farms I do not wish to con- 
vey the idea that the country 
is all taken up by large capital- 
ists, and that it is they only 
who can make it pay. hjven 
these immense tracts are mere 
patches when compared with the 
aggregate of the small farms.” 
None of the grain up in this 
immense farm is ever stored, 
but is shipped upon the cars as 
fast as threshed, and sold at 
market price for cash, whatever it 



the 

may be . — Massachusetts Ploughman. 

Damage, by Birds. — Mr. Wm. Bard, 
of Hardin county, Ky., thinks the 
damage done to hickory timber in Ken- 
tucky by sap-suckers within the last 
dozen years will amount to $500,000. 
He arrives at his conclusion after a re- 
sort to practical figures and facts. In 
his county all the white hickory, ten 
inches in diameter, is now ready sale 
to the handle factories. About half of 
the trees are belted by these little birds, 
and wherever so damaged are worthless 
as timber. Taking the value of the 
timber in his county, Mr. Bard estimates 
the damage at $10,000, and thinks there 
are at least fifty hickory counties in 
the State, and in each one the damage 
is as great, making a total of $500,000. 

The sap-sucker is one of the birds 
now being protected in Kentucky by 
legislative enactment, and it is the ob- 
ject of this article to bring out informa- 
tion. If this bird is doing damage as 
is claimed, to the hickory and other 
timber and fruit tree.>, he don’t deserve 
protection, but should have all the boys 
in the land turned loose on him. The 
damage to the hickory is done in Feb- 
ruary, when the sap is sweet, and the 
birds puncture the bark to get at it. 
This causes a gnarl in the timber, which 
unfits it for handles. 



Bachelor Cakes. — Take one cup of 
sugar, one cup of molasses, one and a 
third cups of lard, one teaspoon cf 
soda, one half teaspoon of ginger, one- 
half teaspoon of cinnamon, one-half 
teaspoon of cloves, one-half teaspoon of 
allspice, two eggs, and flour enough to 
roll. 



A RECORD OF AGRICULTURE, LIVE STOCK, HORTICULTURE, BOTANY, AND THE KI^D 



AKTiculture is the most Healthful, most Useful, and most Noble Employment of May;.— 'Wai^iincton. 





2 



t 






mt 4f0USiE4^0it), 



LOVE AND TIME. 

The archer boy went forth one day, 

Heart shooting, toward the north, they say, 
Though some say south, some east, some west— 
Few know the points he likes the best ; 

But very likely ’twill be found 
Love took the wild world in his round ; 
Where'er he went 'twas all the same, 

Karth was his covert filled with game— 

Male hearts, most easy to be got at. 

And females, eager to be shot at. 

Of all the days in the year, the day 
We speak of was the first of May, 

Which all the world declare^ with reason. 

The opening oi love’s shooting season. 

When every blessed thins of fife 
And nature's heart with joy is rife ; 

^o there was nothing else to do, 

But shoot ahead the whole day through, 

And bag the spoils of love's battue. 

Returning home from hts excursion. 

Pleased with his opening dny’s diversion. 

Love saw an old man pass the way 
Who on hts path refused to stay ; 

’Twas rime, who never stops his flight 
For gods or men by day or night ; 

At him the boy let fly a shaft, 

The last of all his quiver left. 

Which the old scythe man deltly parried 
With the wcil tempered blade he carried, 
Crying out, ‘^Sad boy, you do not know 
The diflfcrence 'iwixt friend and foe ; 

You seem to know but nought about me. 

How ill soe’er you’d do without me. 

Without Time’s aid too soon you'd find 
Love would be hooted by mankind. 

Your follies all Exposed by reason, 

By truth your fickleness and treason. 

And learn, vain fool, that here below 
The tears that from your victims flow 
-Arc as they drop from sorrow’s cupj^ 

By ‘Time the Comforter,' dried up 1 

— 7Vw//^ ^ar. 



WINNING THE WIDOW 

“ Oh, what a handsome man !” cried Mrs. 
Hunter, with great delight; “and such a charm- 
ing accent, too.” 

Mrs. Hunter was a widow — rich, childless, 
fair, and thirty-five — and she made the re- 
mark above recorded to Mr. Bunting, bachel- 
or, who had come to pay an afternoon call, 
apropos of the departure of Professor La 
Fontaine, who had, according to etiquette, 
taken his departure on the arrival of Mr. 
Bunting. 

“ Don’t like to contradict a lady,” said Mr. 
Bunting, “ but I can’t agree with you ; and 
foreigners are generally impostors, too.” 

Mrs. Hunter shook Her head coquettishly. 
She was rather coquettish and rather gushing 
for her age. 

“Oh, you gentlemen! you gentlemen!” 
she said ; “ I can’t see that you ever do justice 
to each other.” 

And then she rang the bell and ordered the 
servants to bring tea, and pressed Bachelor 
Bunting to stay to partake of it. 

There w.as a m.-iiden aunt of eighty in the 
house, to play propriety, and allow her to 
have as many bachelors to tea as she chose, 
and Mr. Bunting forgot his jealousy, and was 
once more happy. He was, truth to tell, 
very much in love with the widow, who was 
his junior by fifteen years. He liked the 
idea of living on the interest of her money, 
too. She was a good housekeeper and a fine 
pianist. She was popular and good-looking. 
He intended to offer himself for her accept- 
ance as soon as he felt sure she would not 
refuse him. But this dreadful Professor La 
F'ontaine, with black eyes as big as saucers, 
and long side whiskers — black, also, as any 
raven’s wi.ng — had the advantage of being 
the widow’s junior. This opportunity to 
make a fool of herself is so irresistible to 
every widow. It troubled his dreims a good 
deal — not that he thought him ha'idsone. 
Oh, no! But still, at fifty a m.in does not 
desire a rival, however he may despise him. 

“ She did not ask him to stay, and she did 
me,” said Mr. Bunting, and departed, after a 
most delightful evening, during whicli the 
maiden aunt (who was at least as deaf as a 
post) snored sweetly in her chair. 

But alas! on the very next evening his sky 
was overcast. Professor La Fontaine took the 
widow to the opera. He saw them enter the 
doors of the opera house, and having followed 
and secured a seat in a retired portion of the 
house, also, noticed that the professor kept 
his eyes fixed on the lady’s face in the most 
impressive manner during the whole of the 
performance, and that she now and then re- 
turned his glances. 

“It can’t go on,” said Mr. Bunting to him- 
self. “I can’t allow it. Lhe'll regret it all 
her life. I must remonstrate with her. No 
woman likes a coward. Faint heart never 
won fair lady. She’ll admire me for speaking 
out.” 

And that very evening Mr. Bunting trotted 
up to the widow’s house, full of a deadly pur- 
pose, and with a set speech learned off by 
heart. The speech he forgot as he crossed the 
threshold. The purpose abided with him. 
There were the usual remarks about the 
weather. The usual chitchat followed, but 
the widow saw that Mr. Bunting was cot at 
his ease. 

At last, with the sort of plunge that a timid 
bather makes into chilly water, he dashed into 
the subject nearest his heart. 

“He's a rascal, ma’am, I give you my word.” 

“Oh, dear! Who is it f " cried the widow. 

“That frog eater,” replied the bachelor. 
“Upon my soul, I speak for your own good. 
I am interested in your welfare. Don’t allow 
his visits. You don’t know a thing about 
him.” 

“Do you allude to Monsieur La F'ontaine ?” 
asked Mrs. Hunter solemnly. 

“I allude to that fellow,” said Bachelor 
Bunting. “Why, his very presence proves 
him to be a rascal. I — I’d enjoy kicking him 
out so much, I — ” 

“Sir,” said the widow, “if you haven’t been 
di Inking, I really think you must be mad.” 

“Ma’am !’’ cried Mr. ISunting. 

“Perhaps, however, I 'hould take no notice 
of such conduct,” said Mrs. Hunter. “Per- 
haps I should treat it with silent contempt.” 

“Oh. good gracious!” cried Bachelor Bunt- 
ing; “don’t treat me with silent contempt. It’s 
my affection for you that urges me on. I 
adore you. Have me. Accept me. Marry 
me, and be mine to cherish and protect you 
from all audacious Frenchmen.” 

The widow’s heart was melted. She burst 
into tears. 

“Oh, what shall I say?” she sobbed, “ I 
thought you merely a friend. I — I — I — am 
engaged to the professor ; he proposed yester- 
day evening.” 

Bachelor Bunting had dropped down on his 
knees while making the offer. Now he got 
up with a groan — not entirely caused by dis- 
appointed love, for he had the rheumatism. 

“Farewell, false one,” he said, feeling for 



his hat without looking for it; “I leave you 
forever.’’ 

He strode away, banging the door after 
him. The widow cried and then, laughed, 
and then cried again. In fact, she had a reg- 
ular fit of what the maiden aunt called 
“stericks,” and the chambermaid “high 
strikes,” before she was brought to and pre- 
vailed on to drink a glass of wine, and some- 
thing hot and comforting in the edible line. 
After which the thought of her funtet con- 
soled her. Days passed on. 

Bachelor Bunting did not drown himseK nor 
sup cold poison. 

The wedding was fixed. < 

The housemaid informed her friend that 
Mrs. Hunter “kept steady company."” 

The maiden aunt, who had no income ol 
her own, curried favor by being almost al- 
ways in a s'ate of apparent coma. 

The widow wasin theseven(h fieaven of bliss, 
and all went merry as a mjrriage bell, until 
one evening, as the betrothed pair sat befort 
the fire in the polished grate, there came a 
ring at the bell, and the girl who answered 
it soon looked into the parlor to announce 
the fact that a little girl in the |iall would 
like to come in. 

“Oh, let her in,” sail Mrs. Hunter. “I’m 
so fond of the dear children in tl*« neighbor- 
hood. It’s one of them, I presuqje.” 

But, while she was speaking, a small but 
old looking girl, in a short frock, with a tam- 
borine in her hand, bounced into the room, 
and throwing herself into the professor’s arms, 
said, with a strong French accent : 

“I)arling papa, have I then found you? 
How glad mamma will be ! We thought you 
dead.” 

“I am not your papa !’’ said the Frenchman, 
turning pale. “Are you mad, my dear g.rl? ’ 
“ No, no, no ; you arc my papa !’’ cried the 
child. “ De not deny your Kstelle. Does 
she not know you? -\h, my heart, it tells 
me true. Dear mamma and I have almost 
starved, but she would never pledge her wed- 
ding ring, never. She plays the organ, I the 
tamborine. We have suffered ; but now papa 
will return to us. -\h, heaven !” 

“ My gracious ! the morals of furriners ; 
he’d have married missus !” cried the servant 
girl at the door. 

“She tells one black lie. Never before 
have 1 seen her ; believe r_e, madam !” cried 
the poor Frenchman. 

“Oh! Alphonse!” cried the widow. “But 
there, 1 will be firm. My best friends warned 
me of you. Take your hat — go! Never en- 
ter my presence again. Go with your un- 
fortunate child — your poor, half starved little 
girl. Go home to your deserted wife, go ! ” 
“Ah, madame, zese is falsehood ! ” cried the 
unfortunate Frenchman, losing his temper in 
his excitement. “ Belief — ” 

“ Out of my house ! ” cried the widow. 
‘‘I’cggy. open the door. Go! Oh, what an 
escape I have had ! ” 

Tne professor departed. Mrs. Hunter 
thcew herself into a chair and burst into tears. 
After a while she grew more calm, and, taking 
a letter from a drawer, she perused it. 

“Ah, me! what deceivers these men are!” 
she said as she leaned pensively back on the 
cushions. “Only to think he could write a 
letter so full of love, and prove such a villain ; 
but I am warned in time.’’ 

And she tore the letter into fragments. 

The maiden aunt, who had not heard a 
word, demanded an explanation. Biddy 
howled it through her car trumpet in these 
w'ords : 

“ The scoundrel has ever so many wives 
and families already, playin’ tambourines for 
their bread — the rascal!” 

And in the midst the door bell rang and 
Mr. Bunti.ig wali-ed in with a polite bow, 
and approaciicd tlic widow. 

Bhddy and the aunt slipped out of the room. 
“ I called to apologize,” said Mr. Bunting. 

“ I was hasty the other day. Had I known 
the gentleman was dear to you, I should 
have restrained my speech. 1 wish you hap- 
piness ; I — ” 

“Don’t, please,” cried the widow. “He’s 
worse than you painted him. I’ve found him 
out. I hate him. -A.s for me, I can never be 
happy again.” 

“Not with your own Bunting ?” cried the 
bachelor, sitting down beside her. 

“I’m afraid not.’’ 

“Are you sure ? ’ 

“No, not quite,” drying her eyes. 

“Then marry me, my dear, and try it. Do, 
oh, do!” 

Mrs. Hunter sobbed and consented. After 
having a white watered silk made up and 
trimmed with real lace it was too bad not to 
figure as a bride after all. She married 
Bachelor Bunting, and was very happy. 

It was well, perhaps, that she had not the 
fairy gift of the invisible cap, and did not put 
it on and follow Mr. Bunting to a mysterious 
recess in the rear of the theater, whither he 
took his way after parting from the widow on 
the night of his engagement. There he met 
a little girl, small, but old looking, the same, 
indeed, wlio had claimed the professor as her 
papa, and this is what he said to her : 

“ Here is the money I promised you, my 
child, and you acted the thing exceedingly 
well. I know that by the effect that you pro- 
duced. She believes that he’s a married man, 
and he can’t prove to the contrary. I knew 
you’d be able to act it out when 1 saw you 
play the deserted child in the tragedy.” 

Then $loo was counted into the little brown 
hand, and Bachelor Bunting walked off 
triumphantly. 

To this day his wife does not know the 
truth, but alludes to poor, innocent Professor 
La F'ontaine as that wicked Frenchman. — Si- 
Itcltd. 



Beef Soup. — Three pounds good 
juicy beef, cyt into about 20 pieces ; 
two carrots, one turnip, six large onions, 
teaspoonful salt, one-half teaspoonful 
pepper, two good beads celery ; cut the 
vegetables small ; put all into a large 
pot, with four quarts water ; let it boil 
very gently, or rather let it simmer, 
eight hours. 

Nitrate of Soda. — Nitrate of soda, 
which has of late years become largely 
used as a manure, is obtained chiefly 
from Chili and Peru, where it exists in 
a crust of a white crystalline appear- 
ance, near the surface of the land. It 
is a valuable nitrogenous fertilizer, the 
nitrogen being present as nitric acid in 
combination with soda. 



For the Farmers’ Home journal. 

THE ANIMAL KINGDOM.— 19. 

BY HIRAM ORCUTT, A. M. \ 

In form, size and character, the 
eriodes species of monkey occupy a po- ' 
sition midway between the howler and 
spider kinds. These have no thumbs 
on the forehand. They have long pre- 
hensile tails. They are very noisy. At ! 
the sight of a hunter they take to flight 
and hide themselves in the tops of 
trees. | 

The spider monkey has a tail of ex- ! 
traordinary power, which he often uses 1 
as feet or hands. When not in use he ! 
winds it about his body for safe keep- 1 
ing. Dampier speaks of this species as 
both white and black. Some have j 
hands and others have none. They 
perform many curious feats. When 
they can not leap from tree to tree on 
account of the distance, they proceed 
to form a kind of chain by locking tail 
in tail and hand in hand. One of them 
hangs on to the branch above, while 
the rest swing down and oscillate like 
a pendulum, until the undermost can 
catch hold of the lower branches of ' 
some tree in th^ neighborhood. When 1 
the lower monkey has thus fixed his 1 
hold, the one above lets go and comes 
undermost in turn, when, creeping up | 
the chain, he reaches the next branches ^ 
of the tree. In this way they all gain ' 
positions without coming to the ground. '' 
They sometimes cross rivers by form- i 
ing a chain attached to overhanging ; 
branches of trees on one side of the i 
river. When the chain is long enough ; 
they swing off, and the lower monkey 
catches some limb on the other side, | 
and holds on until all scramble ashore. ' 

This species of monkev is small and j 
slender, but he is remarkably intelligent : 
and gentle. He is fond of human so- 
ciety, and is confiding and very affec- j 
tionate. He is a great favorite in the j 
menagerie. • Troops of these monkeys ' 
often visit fields of Indian corn, and j 
when they retire, after having feasted ! 
upon the crop, each takes three ears of 
corn — one in his teeth, one in his arms, 
and the third in his tail. 

A tame monkey of this species was 
accustomed to eat regular meals, and 
always demanded a cup of tea before 
he went to bed. He ate eggs with a 
relish, making a hole at one end of the 
shell and taking the contents down at a 
gulp. He traveled with his master 
many thousands of miles, always riding 
upon the back of his large mastiff. 
The 'dog seefi'flkl fond of his rider, and 
was unwilling to go on his journey 
without him. In the wilds of Brazil, 
Guiana and Peru, we find the cebus 
monkey. They live in troops and feed 
upon fruits, grains and eggs. This is 
the kind usually seen in company with 
itinerant musicians and circus riders, 
performing their part with so much 
promptness and skill as to attract spe- 
cial attention. 

'I'he sojous monkey is found in the 
vicinity of Brazil, and has thick fur and 
a long tail. 

The discolor monkey displays much 
agility and grace. 'I'he mother carries 
her child upon her back. In the day 
time he remains rolled up iri a ball. 
When the evening comes, he resumes 
his activity and goes out in search of 
food. He is not very intelligent, but is 
gentle in his disposition. He easily 
consents to be civilized. 

'I'he saimiris has a large development 
of brain. Humboldt tells us that this 
species are very sympathetic, and when 
occasion requires will weep and shed 
tears more profusely than professional 
beggars. They are great spider catch- 
ers, upon which they live. 

"The vociferous live in Paraguay, and 
have a cry at night so much resembling 
the jaguar, that travelers are often 
alarmed, though the cause of the alarm 
are the most harmless of creatures. 

'I'here are several other species that 
might be here introduced, but they dif- 
fer so little from those already described, 
we shall pass them by. 

There is a small monkey called the 
hopali, which very much resembles the 
squirrel in some respects. These are 
not very intelligent, cunning, or strong. 
'I'hey care less for their liberty than 
others, and are often tamed and used 
as pets by ladies of fashion. The male 
and female seldom separate, though 
they do not manifest much affection for 
one another. They inhabit the wooded 
districts, and live in small families. 
Both male and female aid in the care of 
the young ; but sometimes the mother 
eats off the head of her child for the 
fun of it. She carries her children on 
her back until she becomes tired. 



Set Back F'orty-two Years. — “I was 
troubled for many years with kidney com- 
plaint, gravel, etc. ; my bipod became thin ; I 
was dull and inactive; could hardly crawl 
about; was an old worn out man all over; 
could get nothing to help me, until I got Hop 
Bitters, and now I am a boy again. My blood 
and kidneys are all right, and I am as active 
as a man of thirty, although I am seventy- 
two, and I have no doubt it will do as well 
for others of my age. It is worth a trial. — 
(Father.) 
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THIS DIRECTORY 

Contains the names, address and business of some of 
the most reliable breeders of blooded cattle, horses, 
sheep, hogs, poultry and bees that are to be found in the 
United States They deal fairly with their customers, 
and invite, at all times, a close inspection of their stock. 

Persons at a distance can write, describing what is 
wanted, and a reply will be promptly forwarded with 
description of animals and prices. 




CLAHK PETTIT, 

Centreton Stock Farm, 
near Salem, 
NEW JERSEY, 



Breeder and shipper of the celebrated Jersey 
Red Swine. Circular containing full and au- 
thentic history of the breed, with illustrations 
of animals from life, and price lists sent free 
to any address upon application as above. 

mar7*iyr 




S PRINGDALE HERD OF POLAND- 
CHINA HOGS.— My stock in 1878 took 
nine first premiums, three sweepstakes, and one 
herd premium at three fairs, over hogs of all 
breeds in three bluegrass counties, viz., at 
Cynthiana, Lexington, and Paris fairs. Stock 
of all ages for sale. Prices to suit the times. 
Satisfaction guaranteed. Young Buckeye and 
the premium hog Nero (first prize and sweep- 
stake hog at Hamilton County Fair) imported 
this fall. Address WILL A. GAINES, 
novi,-iyr Centreville, Bourbon Ce., Ky. 




W H. WILSON, of .-Ybdallah Park, Cyn- 
, thiana, Ky., breederofTrotting Stock 
from tht following stallions: Sterling, Gold- 

smith’s Abdallah, John Bright, Paymaster; all 
sired by Volunteer. Also from Pacing Abdal- 
lah, sired by Alexander’s Abdallah. ianir-iyr 



O MITHS& POWELL, Syracuse, New York. 
CT Importers and breeders of Clydesdale 
Horses and Holstein Cattle. Also breeders 
of the most approved strains of Hambletonian 
Horses. .Send for a Catalogue. 36-1 yr. 



W & \ . L. POLK, Ashwood, Maury 
, county, 'Penn., Breeders of Trotting 
Horses, Jersey Cattle, Shropshire and South- 
down Sheep. jiinc6-iy 



T HOMAS GIBSON, Woodlawn Mills, 
Maury county, Tenn., Breeder of Trot- 
ting Horses, Shorthorn Cattle, .Southdown and 
Merino Sheep. june5-iy 



A rthur JOHNSTON, Greenwood, On- 
tario, Canada, Importer and Breeder of 
Clyde Horses, Shorthorn Cattle, Berkshire 
Pigs and Cotswold Sheep. i8-iy 



AWNSDALE BERKSHIRES. — I have 
now, and am breeding from the following 
popular families: Sallie, Sweet Seventeen, 

Hambrook, Oxford, Gipsy, Matchless and 
Sniper. Pigs for sale by “Elmhurst Pri:icc,” 
“Lord” and “Hugh” Rogers. Prices to 
suit the times. Reduced rates by express. 
Send for catalogue and price list. 

W. SHELBY WILSON, 
janio-iy Shelbyville, Ky. 



B J. TREACY, dealer in Trotting and 
, F'ine Harness Horses, No. 116 East 
Short street, Lexington, Ky. Keeps'on hand 
and for sale single horses and pairs. 

8feg“'r rotting and Gentlemen’s Roadsters a 
SDfcia^Lv. Stallions and Brood mares of the 
best families of running and trotting blood, 
always on hand and for sale. Horses trained 
at reasonable rates. iulvi-iv 



ICGISTERED POLAND-CHINA HOGS 
S. W. TAIIAFEKRO, Guthrie, Todd 
county, Ky., has for sale Poland-China hogs, 
all ages, at prices to suit the times ; also fash- 
ionably bred Cotswold sheep, and grade 
Shorthorn cattle. Satisfaction guaranteed. 
-Address for circulars. SS-jm 



A G. HERR, St. Mathews, Jefferson coun- 
, ty, Ky., has for sale the finest class ol 
registered Jerseys, pedigreed Berkshires, and 
Yorkshire swine. junao-iyr 



■| 30 LK PRINCE, Guthrie, Todd county, 
X Ky. .Angora Goats for sale, of pure 
blood and high grades Also pure Poland- 
China pigs at very low prices. mar27-iyr 



T homas. S. GRUNDY, Sprmgfield, Ky., 
breeder of improved Jersey Red Hogs, 
Shorthorn Cattle — of the Young Mary and 
Phyllis families — ^with Duke tS-osse5,Thorough- 
bred Horses and Cotswold Sheep. I am breed- 
ing to sell, and would be glad to have my stock 
inspected at all times. aug 



J T. & QUINCY BURGESS, Hutchinson 
, Station, Bourbon County, Ky., importers 
and breeders of Cotswold Sheep. apn-iyr 



W L. SCOTT, Scott’s Station, Shelby 
, county, Ky. — Breeder and importer 
of Cotswold and Southdown sheep. Orders 
promptly attended to. Sept i-iyt 



W ALT ER HANDY, Clifton Stock Farm, 
Wilmore, Jessamine county, Kv .. 
breeder of Pure Shorthorn Cattle. 'Voting 
things for sale. Correspondence solicited. 

SS^Young bulls supplied to shippers South 
and West. tr-iyr 



R A. McELROY, Elmwood, Springfield, 
, Ky., breeder of Shorthorn and Jersey 
Cattle, Black and Red Berkshire, Jersey Red 
and Poland-China Swine. „ov i-iyr 



E l. SHOUSE, F'isherville, Kentucky." 

. Breeder of fine Cotswold Sheep. Stock 
delivered at depots. Orders solicited. y.,yr 

W M. M. MILLER, Claremont, Ontario, 
Canada, importer and breeder of prize 
Cotswold sheep and Berkshire swine. Stock for 
sale at reasonable prices. ^ ocu-iyr 



A sa coombs, Southville, Shelby county, 
Ky.,importei and breeder of pure Cots- 
wold sheep. Particulars sent on application. 
Ja^i^vr 

N McCONATHY, importer and breeder 
, of pure Cotswold sheep, near Lexingk 
ton, Ky. apraSiyr 



C OTSWOLDS FOR SALE.— A few choice 
ewes. TYLER CARPENTER, breeder 
of Cotswold sheep, F'isherville Ky. 31-131 



CLOVERLAND HERD, 

Lexington, Ky. 



Z Z. CARPENTER, Shelby county, Ky. — 
, Importer and Breeder of pure Cotswold 
Sheep and Berkshire Hogs. Orders will ra- 
ceive prompt and careful attention. Post- 
office address, Shelbyville, Ky. dec i-iyr 



J OHN WELCH, Box 26, Louisville, Ken- 
I lucky, (breeding farm 3 miles south of city, 
■^on Third-street road). Breeder and shipper 
of Poland-China hogs. They are docile, and 
fatten readily at any age. jan3-iyr 



T W. SAMUELS & SONS, Beech Grove 
, F'arm, Deatsville, Nelson county, Ken- 
tucky, importers and breeders of Pure Cots- 
wold Sheep and Improved English Berkshiro. 
Hogs. Have for sale imported stock, and stock 
bred from imported prize animals. Corre- 
spondence and orders solicited, and satisfac- 
tion guaranteed. juiy 



J T. HE.ARNE, Breeder of Pure Short- 
, horns, chiefly Bate; Blood. Also 
Grower of Choice Seed Wheat. tan i-ivr 



I OSEPH PHILIPS, Nashville, Tenn.,breed- 
J er of Pure Angora Goats. .Address, care 
Berry, Demoville &' Co. raar2a-iyr 



AUCTIONEERS. 

^~'-APT. PHIL. KIDD, Lexington, Ky., 
Live Stock Auctioneer. Particular atten- 
tion given to public sales of Shorthorn Cattle, 
Thoroughbred and Trotting Horses. 

, T 3 E- EDMONSON, Winchester, Clark 
Tv. county, Ky., attends the courts in the 
Bluegrass counties. Sales of blooded stock 
and personal property solicited. Satisfaction 
guaranteed 




A H.D.AVINPORT, Lexington, Kentucky, 
l\., breeder of Shorthorns, A. J. C. C. R. 
Jerseys, Southdown Sheep, Berkshires from 
premium imported stock, and While-faced 
Black Spanish and .Scabright Bantam Chickens. 
Correspondence promptly answered. apn iy 



E lmhurst Flock ofCotswolds. import- 
ed, and their descendants. Stock alw.ays 
for sale. Correspondence promptly attended to. 
Satisfaction guaranteed. Catalogues on appli- 
cation. -Address, R. C. ESTILL, 
deci3-iyr I’- O. Box 4 1 8, Lexington, Ky. 

R ev. M. P. BAILEY, Elkton, Todd 
county, Kentucky, breeder of pure H. 
15 . Shorthorn Cattle, Cotswold Sheep, cAngora 
Goats, Poland-China and Berkshire Hogs. 
Prices to correspond with the general decline 
in stock. Correspondence solicited, ayulv-y 



T M. HACK WORTH, .Shelbyville, Shelby 
I , county, Ky., breeder of .Shorthorn Cattle, 
■'^Cotswold Sheep, and Chester White Hogs. 
Orders solicited and satisfaction guaranteed. 
Jan i-iyr 

F a. BY.ARS, Simpsonville, Shelby county, 
, Ky. Breeder of and dealer in pure 
Southdown Sheep, from best Imported "-trains. 
Correspondence and orders solicited. 

sept i-t yr 

W L. WADDY & SONS, Peytona, Shelby 
, county, Ky., importers and breeders 
of pure Cotswold sheep. Poland-China hogs 
lor sale. Correspondence solicited. Prices 
reasonable. febo-iyr 



f D. GUTHRIE, Shelbyville, Kentucky, 
I , breeder and importer of Cotswold Sheep. 
"^Native and imported Bucks and ewes for sale. 
junea9'iyr 



VERY IMPORTANT TESTIMONY ON 
PAINT. 

New F:gypt, N. J., Feb. 12, 1879. 

0 . Ji. IngcnoUy Manaffcr Patrons' Paint Co . , 
Dear Sir and Brother: My house, paint- 

ed last year with your Ready .Mixed Paint, 
looms up before the eye grandly, and is the 
cynosure of all sightseers. You recollect I 

tried to have Dr. and .Mr. S., of this 

place, to adopt your paints, but could not in- 
duce them. Now mark the contrast at the 
present time. The doctor’s is in streaks and 
looks dirty and old, as if painted many years. 
Mr. S.’s house has faded very much, while 
mine looks more brilliant than ever. When 
the full moon shines upon the house it looks 
like a block of silver at broad daylight. The 
veranda ceiling reflects the arched brackets 
of the columns like a huge mirro.-. Every one 
notes the contrast of the mixed paints over 
the okb way, and admires the glossy appearance 
of the building. You can fully refer any one 
to this house, for it is the largest and most 
conspicuous on the line of the Camden &- Am* 
hoy railroad, via Pemberton. 

John S. Mallory. 

Note. — Patrons’ Paint Company Book — 
Every One His Own Painter— mailed free. 
Address Patrons Paint Co., 162 South street. 
New \ ork. Cheapest, best paint in the 
world. 



$1 5 +0 OOQ Invested in Wall St. 

-* bW stocks, makes for- 

tunes every month. Pamphlets containing "Two Un- 
erring Rules for Success" sent free. Many of our cus- 
tomers in all parts of the country are realizing targe 
amounts every thirty days. Send for pamphlet. Ad- 
dress SIMPSON & CO , 

37 -4t No. 40 Exchange Place, New York. 



A WEEK. $12 a day at home easily made. 
Costly outfit free. zVddress TRUE & CO., 
.Augusta, Maine. ao-iyr 



novit 
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Apple for Name. — The apple sent 
by Mr. J. \\^ Carter, of Oldham 
"county, is pronounced Big Romanite by 
the horticulturists. . 



3 



Mr. Webb writes that those “black 
apples" shown at the Louisville horticul- 
tural show, were the natural product of 
his soil, and not mildewed, and that he 
will show some more of them at the 
January meeting of the horticultural 
society. 

WINTER TREATMENT OF STRAW- 
BERRIES. 

P. H. WRITES: (i) “Ought I spade 
down cow manure between my straw- 
berry rows?” No. After the first of 
October we are opposed to the roots of 
strawberries being disturbed. If ma- 
nure is applied it should be on the sur- 
face. 

(2) “Would it do to scatter coal 
ashes and hen manure?” No. Coal 
ashes make the soil too light and loose, 
and hen manure would be likely to 
burn the plants. 

(3) “ My raspberries are shooting up 
higher than my fence. When and how 
must I cut them down? ’ They must 
be cut in the spring before the leaves 
push. We recommend always, when 
raspberry canes get about two and a 
half or three feet high, that the ends 
be pinched off, which will cause them 
to branch, and the branches trimmed 
in the spring to about one foot in 
length. It also makes the bush stocky, 
and gives more bearing surface. 

{4) ‘‘What kind of trellis must I 
use ?” Anything that keeps the bushes 
erect will answer. 



THE 



Conmry Gentleman. 

AMERICAN POMOLOGICAL 
SOCIETY. 



The session of this society, held at 
Rochester, on the 17th, i8th and 19th 
of September, was largely attended by 
delegates from nearly all the Northern, 

Middle, Western and a part of the 
Southern States, as well as from the 
British provinces, extending from No- 
via Scotia on the east to Georgia and 
Texas on the south, and Missouri and 
Nebraska on the west, the attendance 
including many of the most eminent 
pomologists and fruit growers of the 
whole country. 

The collections of fruits brought 
from the different States were exten- 
sive and valuable. They filled 1,800 
plates on the tables dpvoted to their 
exhibition, including 900 dishes of ap- 
ples and 500 of pears, with large col- 
lections of native grapes, peaches and 
other fruits. 

Among the individual exhibitors were 
Marshall P. Wilder, of Boston, who 
sent 128 varieties of the pear; Ell- 
wanger tS: Barry, of Rochester, with 
about the same number of pears, and 
an extensive collection of apples, na- 
tive grapes, plums and peaches; Isidor 
Bush & Son, of Missouri, with a rare 
contribution of grapes; Moody & Son, 
of Lockport, with a large number of 
pears and apples; James H. Ricketts, 
of Newburgh, with about thirty of his 
best seedling grajies; John Saul, of 
Washington, D. C., with pears and 
other fruits; while a large number of 
succe.ssful fruit growers .in the rich re- 
gion about Rochester furnished in their 
numerous collections many interesting 
and some magnificent specimens. 

The meetings of the society were oc- 
casions of much interest, and they 
proved eminently successful and satis- 
factory. The morning of the 17th was 

occupied with the opening business, 1 , „ , , ■ , , , 

and with the appointment ohemporar; i washed below the sec- 

committees. In the afternoon n/e and hung up to dry for next 



by cross fertilization, which had already 
given us so many valuable sorts. He 
spoke of the depredations of insects 
and of the great value of a knowledge of 
their habits: among others,of the devas- 
tations of the phylloxera in France, 
which had destroyed no less than 900,000 1 
acres of vines. The culture of fruit 
generally is becoming one of vast inter- 
est, and the advantages which the 
American Bornological Society possesses 
for accomplishing its objects are not 
held by any other society in the world, 
and its labors are destined to bless fu- 
ture generations. President Wilder, 
in reviewing his life-long work in the 
cause, and his present inability for 
active labor, urged the acceptance of 
his resignation. The society, however, 
by a unanimous and standing vote, de- 
cided to continue his presidency. 

The constitution was changed by 
providing for the election of a first vice 
president, and this position was filled, 
through a unanimous vote, by P. Barry, 
of Rochester, who has so long and ably 
occupied the office of chairman of the 
general fruit committee. R#bert Man- 
ning, of Massachusetts, was elected 
secretary, and E. W. Buswell, of the 
same State, treasurer; and a vice presi- 
dent was chosen from each State. 

The society dispensed with the de- 
tailed examination and revision of the 
catalogue, this work being now efficient- 
ly performed by the general fruit com- 
mittee, and occupied most of its time 
in obtaining information relative to the 
character and value of the new varie 
ties of fruits recently introduced into 
cultivation, including more particularly 
grapes, peaches, raspberries and straw 
berrries. 



STATE GRANGE— OFFICIAL DE- 
PARTMENT. 

Secretary’s Office, Ky. State Grange, i 
Brodhead, Ky., Sept. 26, 1879. ' / 
Receipts .-ind dfsbursements of the secre- 
tary’s office for the two weeks ending Septem- 
ber 26, 1879 : 

RECEII'TS. 

GranseSOI, September quarter, 1871) 50 40 

Grange 728. .June quarter. 1879 4 (jq 

Grange 4 S 7 , September quarter, 1879 I 118 

Grange l.() 2 S, March and .June quarters. 1879 ... 4 0)1 
Grange 104 , .March. Juno and Sent, qrs, 1871 *. .. 2 (K) 
Grange 221 , 6 quarters, eliding June 3 ), 1879 ... 7 00 

Total reeeints $ig 53 

DISBIRSEME.S'TS. 

Orange 1,028, paid delegate $4 08 

Grange 3ol, paid stamps 40 

Paid for stamps. No. S-S 1 o() — 5 98 

Overpaid by secretary 314 53 

James G. Carter, 
Secretary Kentucky State Grange. 



A CHINESE DUCKERY. 

A Chinese duckery is an establish- 
ment, either afloat or on shore, devot 
ed to rearing or feeding ducks, which 
are, in most cases, salted, smoked and 
hawked about the streets of the large 
towns. I was much interested in ob- 
serving the mode of treatment. 

The ducks were hatched out by hot 
sand, and divided into lots of too to 
150. These are taken to a stream, as 
far down as it is possible, and there a 
temporary fence of wicker work is 
erected, inclosing about twenty feet 
square of the stream and its banks 
The ducks are placed inside this, and 
soon toddle out into the stream and 
come on shore again, to sit under mat 
sheds on the bank, which are required 
to keep the sun off them. 

When they are to be fed, a clean mat 
is laid down on the bank, inside the 
fence, and if in the middle of the day, 
under the shade mats. On this is 
strewed rice, boiled and mixed with 
sweet potatoes, etc., and made into 
the consistency of dry dough; thi§ the 
ducklings nibble at, running to the 
stream whenever their little throats get 
choked, so as to get a drink and clear 
to commence again. 

In a small way I tried to improve on 
the Chinese plan by giving them their 
food mixed softer, but it turned out a 
miserable lailure. The ducks, when 
shaking their heads, splattered the 
food over each others’ backs, where it 
stuck, and they did not thrive. 

I was much struck with the way in 
which Chinese seemed to know ex- 
actly how much the ducklings vvould 
consume at one feeding, and how little 
waste there was. A little boy generally 
attended about five lots of 150 or 200 
ducks, and large streams are made to 
branch off into smaller ones, so that 
each lot could have a fresh run of clean 
water coming down on them. When 
the feeding was over, the feeding mats 
were lifted and washed belo 



Massachusetts Ploughman. 

AMONG THE CATTLE AT THE 
NEW ENGLAND FAIR. 

The exhibition of neat stock at the 
New England fair held at Worcester 
last week, should not be allowed to pass 
without a brief notice of its character 
in comparison with others of previous 
years, and of the lesson presented to 
the observer, for the great value of ag- 
ricultural fairs should be measured by 
the educational influence upon the 
farming community which they may 
exert. One marked feature of this fair 
was the absence of special preparation 
by high feed and unusual care, for the 
purpose of show merely, which 
feed ng may add beat ty to the animal, 
but really is an injury for breeding or 
dairy purposes. 

Showing stock in its every day con- 
dition gives a much better opportunity 
of studying the character and quality of 
the animal, than when pampered for the 
exhibition, as has been too frequently 
the case heretofore. There were unusual- 
ly large numbers of cattle entered, and 
all of the prominent breeds were well 
represented, but a noticeable falling off 
in the large breeds, such as the Short- 
horn, Hereford and Dutch, sometimes 
called Holstein. 

By far the larger part of the neat 
stock on exhibition was composed of 
the ,\yreshire and Jersey breeds, both 
fully represented by all ages and condi- 
tions ; excellent specimens of each, 
showing, particularly in the Jerseys, 
great improvement in their milking 
qualities, and by the large number of 
contributors and of specimens on exhi- 
bition, the conclusion forces itself ui>on 
the mind of the student of the fair, that 
these two breeds are best adapted to 
the needs of New England farmers, 
considering the nature of their soil and 
hilly pastures; for without an adaptation 
of the breed of cattle to the climate 
and soil, none can be fed at a profit. 



committees. In the afternoon the 
members visited the grounds for the in- 
spection of the fruits, and in the even- 
ing the able and eloquent address of 
President Wilder was read by Dr. J. A. 
Warder, temporary chairman, the read - 1 
ing occupying about three-fourths of an 
hour. In this address, Mr. Wilder al- 1 
luded to his long and hajipy connection ' 
as president with the society, which had 
existed for twenty nine years, and ex- 
pressed his deep regret that bodily dis- 
ability prevented his attendance. 1 

He referred to the rapid progress ' 
which had been made in fruit culture 
in the country at large, and to the ef-i 
ficient assistance rendered in this prog- 
ress by the .-Vmerican Pomological So- 
ciety, and to the magnitude to which 



^ time. 

j When the ground where the ducks 
I were fenced became dirty, which took 
i place in four or five days, in spite of all 
I precautions to keep it clean, the lower 
I fence was shifted above the upper one, 

, and the ducks put into it; this gave 
them fresh, clean ground, and they 
seemed to thrive to perfection. As the 
ducks grow, two lots of 150 are put to- 
gether, then two lots of 300, and so on ; 
the extent of fencing being increased, 
and a boy dispensed with, the time be- 
tween feeding is extended, and labor 
saved. 

When grown, they are herded in 
flocks of some thousands by a man car- 
rying a long bamboo rod, and he moves 
them from rice field to rice field, where 



' I ‘hey guddle among the mud and are 

p hffy fed for almost nothing. Thev always 

Provinces and lerritones. He alluded ^ ^ 

to the enormous increase in the pro- 
duction of fruit throughout the country, 
the great accpiisitions which had been 
made in the introduction of varieties 
fitted for all the variations of climate; 
and of the vast foreign market which 
was opening— no less than half a mil- 
ion barrels of New England products, 
not including Connecticut, having been 
shipped from Boston in 1878. 

He recommended continued atten- 
tion to the production of new varieties 



get a tit-bit when they come home to 
their sheds at night (which are floored ! 
with dry earth, frequently changed and I 
used for manure); this makes them very | 
anxious to get home, and they are ! 
quite as anxious to get out in the morn- j 
ing, knowing there is nothing to be ex- 1 
pected at home before night. — Milk 
Journal. 

The man who tears another’s coat 
down the middle should be made to 
pay up for back rent. 



. Strange Causes of Death. — Strange 
mischances with fatal results are daily 
happening here and there. 

A horse kicked a Michigan boy into 
a deep well .where he was drowned. 

An Oregon girl swallowed her engage- 
ment ring, and lived only a week after- 
ward. 

The shoe flew off the foot of a kick- 
ing mule in Nashville, and fractured 
the skull of a baby. 

A Boston butcher ran against a knife 
that lay on a block, severed an artery, 
and bled to death. 

A Vermont farmer sneezed with a 
straw in his mouth, drew it into his 
lungs, and died choking. 

A Denver woman caught her foot in 
a railroad frog, and could not get loose 
before a train ran over her. 

While standing on his head on the. 
top of a high fence-post, an Iowa boy 
lost his balance, fell into a tub of h t 
water, and was fatally scalded. 

A stone thrown by a playfellow broke 
a glass Irom which a St. Louis boy was 
drinking, driving some of the pieces 
down his throat, and he died a few days 
afterward in great agony. 

Looking u|j to watch the flight of an 
arrow, a Nashville woman did not see 
it descending directly over her head, 
and the sharp metal point penetrated 
her brain through one of her eyes, kill- 
ing her instantly. 

Amber Cane - — General Lyon says : 
“ I planted about two acres of the am- 
ber or Minnesota Chine.se sugar cane, 
and allowed all seed not planted to 
spoil. So when I came to replant I did 
so from my hills, and as I had a bad 
stand, this left" not more than two 
stalks in about two-thirds of my hills. 
Notwithstanding this fact, my yield was 
eighty-nine gallons per acre. I am 
satisfied that if I had had from four to 
six stalks in each hill, the number 
usually left, my yield would have been 
from 130 to 150 gallons per acre. My 
cane’ripened from three to four weeks 
earlier than the cane generally grown 
in this country, notwithstanding I 
planted it late, and it makes a much 
better grade of molasses.” 
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Model Wash Soard 

IS THE MAGICAL "WASHER. 

This Wash Board is Superior to all others for the fol- 
lowing reasons; 

It saves time, it saves labor, it saves soap, it saves 
temper, it is constructed of square rollers, it is made 
entirely of wood, it is beautifully fashioned, it will not 
injure clotliing, it washes light or heavy articles, it re- 
duces^labor to child’s play, it is the strongest, and will 
last the longest ; therefore it is the best and cheapest 
W.rsh Board in the world. 

Lace Collars and Handkerchiefs may be washed in a 
batch by placing in a pillow slip. 

DIUECTIONS FOR USE. 

Never double the hand, but keep it flat upon the gar- 
ment, rubbing gently up and down, and you will find 
your clothes perfectly clean in one-third less time than 
by using any other board or machine. 

N. B.— After using the board, hang up in a shady 
place. ■' 

PRICE, 50 CENTS. 

Agents Wanted Everywhere. 

Call on or address 

WESTERN MODEL WASH BOARD GO 

93 Second street, LOUISVILLE, KY. 
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One of t]ae Most Popular is Sh.own 

S®""Send for Full Illustrated Price List. 

BRINLY, MILES & HARDY, 

Main and Preston Sts., LOUISVILLE, KY. 



SOLE MANUFACTURERS. 



wiMz. skeinte: a . go. 

Proprietors 

LOUISVILLE FEDTILIZEII WORKS 

X.aiOT:Llsvllle, K.3T. 

Manufacture RAW BONE DUST, the BEST FERTILIZER tor^Wheat, 

SKENE’S COMPLETE PLANT FOOD, 

SKENE’S PERFECT TOBACCO FERTILIZER. 
Will Make Fertilizers According to Formulas Sent Them. 

Keep constantly on hand PUKE STANDARD PERUVIAN GUANO and'LOBOS 
GUANO, and all kinds of FERTILIZING CHEMICALS. "■ 

They will send their Pamphlet on the Chemistry of Plants free to those sending their 
names. Also, give advice to those who desire it — How and when to use Fertilizers. Those 
sending for advice will please state how much wheat per acre and how much corn the land 
they wish (o fertilize will produce without manure. 

WORKS-Nos. 177 to 137 High A»e. os-smi OFFICE— No. 153 West Main Street. 



FRAZER AXLE CREASE 



\V. E. KNEELAND 



ISAAC F. HARRISON 




For sale by aU dealers. Awarded the Medal of 
Honor at the Centennial and Paris Expositions. 
SAMUEL CUPPLKS & CO., Agents for our St. Louia 
Factory. FKAZKK Lt BUICA'l Oil CO., 
22-cow-i3t Clkl<‘a;£0 Hik<l Nrw York, 



TILDEN LtDIE’S SEMINARY 

W UST LKB.VNON, N. H. 

Have you daughters to educate ? Send for the tri- 
ennial catalogue, recently published, to 

HIRAM ORCUTT, A. M„ PriiiEipal 



KNEELAND & HARRISON, 

Land Agents and Locators, 

— FORT WORTH, TEXAS. 

locate lands in best of the frontier counties, 
and make investments in Texas lands for non- 
residents. 

Refer to City National Bank, and to Messrs. Tidball, 
Van Zandt & Co., Bankers, Fort Worth, Tcxa.s, and 
Morris & Bayly, Robert Johnson, Barbaroux & Co., 
Silas I* Miller, Ur. Luke P. Blackburn, Louisville, 
Ky. ; Hart Gibson, Colonel Grinstcad, Lexington, Kt 
23-261 © » 9 



MAKE HENS LAY. 

An English Veterinary Surgeon and Chemist, now 
traveling in this country, says that most of the Horse 
and Cattle Powder.s sold here are worthless trash. He 
says that Sheridan’s Condition Powders afe^solutely 
pure and immensely valuable. Nothing on earth will 
make hens lay like Sheridan’s Condition Powders. 
Dose one teaspoonful to one pint food. Sold every- 
where. or sent by mail for eight letter stamps. 

2?iyr I. S. JOHNSON & CO., Bangor, Me, 

R. W. Meredith. W. N. Haldeman 
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Kteck In Anterlc-n. I'rlecn oxlruor*’-* nr*'- 
Alxo, hniMtl Fruits, e^truw berriv.-, i-u . 

Price itnd lKrserlpli\o Liat FRFK. 

T. 6. llL'lil{AKI>, Frodotiln, N. Y 

32-eow-2ot 

FIN E WATCHES LOWER 
New Price List of American Wal- 
tham Watches, with description and 
prices of over 100 fine Gold or Sil- 
ver Watches sent free to any address. 
It describes how I send Watches to 
all parts of the country to be fully 
examined before paying any money. 
Undoubted reference given, perhaps in your own town. 
N. H. WHITE, Jeweler, Newark, N. J. 
38-3t-cow 




R. W. MEREDITH & CO., Prop’rs. 

PRINTERS! 

Binders, 

Blank Book Manufacturers. 

Cor. Fourth Ave. and Green Sts., Louisville, Ky. 




lENTtNUl AKO CnAND PARIS WORLDS PAIR PRIZtS AND 
AU THt U.S. STAtt PAIR FRCUIUMS IH \97T. 1.1878. 

P«i«. 



ilQUlRtS USS 
6*lts 



ftj. hmss roR 
Wp K DCDCRICK.l CO. ALBANY NY 



maya-itm-ram 



I Stock Catalogues, 

Auction Catalogues, 
Sale Bills, 

And all kinds of Printing required by Stock 
Breeders and Dealers executed 
j in the best style and at reasonable rates. 

I ^^“Eslimates Furnished upon Application. 



NEW STRAWBERRIES. 



The prize Strawberries LONGFELI.OW and WAR- 
REN^. are the largest and best. Send for descriptive j 
circular and testimonials. 1 

J. DECKER, Pern Creek, Ky. ! 



All that have once used it pronounce Dr. 
Bull’s Baby Syrup the best medicine known 
for the complaints of early childhood. 25 
cents a bottle. 



WP \ thoroughly compe- 

WW .aaXv -A. tent farm manager wants 

to take charge of a large farm in the West or South. 
The applicant is an ci^erienced farmer, having been 
years in the business. Can be addressed “ C. J ," care 
of Editor of this paper. 

CQC A WEEK in your own town. Terms and $5 out 
vOO fit free. Address H. HAT. LETT & CO., Port- 
land, Maine. 20-xyr 




AGRICULTURALi 

ADVERTISING. 

rOnly advertising Agenev dcalingi 
^exclusively with AGEICUtTURALi* 
^NEWSPAPERS. Facilities un 
f equaled. Lowest figures. Pe 
fore making contracts send fori 
list and prices, free to all. 

FHTJTCCINSON & CO., 

114 Nassau St.. N. T 




39 -fit 



T^'YT’ mode of keeping Winter Apples is 
JLT a. JL the simplest, cheapest and .surest ever dis- 
covered. Send $ 1.00 to R. L. HEAT, Charles- 
ton, Illinois, ana get full instructions. 39*1111 
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Farmers' Hoi Journal 

EstabliitheU 1S*V5— Reorganized May 12, 1879. 
Thos. S. Kennedy, Pres’t. Ion B. Nall, Scc’y. 

ITEW PARMEBS’ HOME JOURNAL 00. 

PUBLISHERS. 

Office No. 15 Courier-Journal Building, Corner 
Fourth and Green Streets, 
LOUISVILLE, KENTUCKY. 



ION B, NALL. Editor. 



TERMS OF SUBSCRIPTION. 

One copy one year - $1 50 

Where currency is not at hand, persons in 
remitting can send postage stamps in small 
amounts. 

We prepay postage on all papers sent to 
subscribers. — 

ADVERTISING RATES. 

AdTertisements will be inserted in the 
regular advertising columns of the FARM* 
ERS* HOME JOURNAL at the following 
rates : 

One inch, one time S 1 SO 

One inch, four times 5 00 

One inch, three months 10 00 

One inch, six months ^§22 

One inch, twelve months 26 00 

Beading notices 20 cents per line, first in- 
sertion; subsequent insertions, 10 cents per 
line. 

Authorized advertising b(&onts will be al- 
lowed a commission of 25 per cent, on all 
orders coming through their hands. 

Advertisements will not be given special 
position in this paper. 

SPECIAL NOTIC^ ADVERTISERS. 

A recent large addition to the regular list 
of Subscribers to the FARMERS’ HOME 
JOURNAL, should recommend it to ALL. 
BUSINESS MEN who have any thing for 
sale to the country trade. 

mg-Tbe paper circulates among thousands 
of Farmers and Dealers, who ship their 
live stock, tobacco and other farm products 
to Louisville for sale, and who invest the 
proceeds in supplies of all kinds for farm 
and family use, and who, too, are buyers of 
fine stock for breeding purposes. 

a^An advertisement in these columns 
will also be read every week by CASH 
BUYERS of fine stock, farm Implements, 
and family supplies, not only in Kentucky, 
but throughout the whole of the SOUTH 
AND SOUTHWEST, where the Farmers’ 
Home Journal largely circulates. 
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L.'itest advices are that there will 
be an almost total failure of the flaxseed 
crop in India. 

Strikes among the workmen are get- 
ting to be very common in the large 
cities all over the country. 

Mr. Withers, from London, is in 
Lexington, Ky., for the purpose of buy- 
ing twenty or twenty-five coach horses. 

Mr. G. .\luson Holland, of the 
Eminence Constitutiotmlist, called at our 
office last week. We regret being out 
at the time. 

A farm of i8o acres, well improved, 
near Kiser’s Station, Bourbon county, 
was sold this week to George G. White 
for $67 per acre. It was known ai the 
George Moore farm. 

Nicholas Drayf.r, a farmer of Mad- 
ison county, driving his wagon through 
Richmond, Monday, fell from the seat 
into the bed and broke his neck. 

The North Kentucky Bee Keepers’ 
Association has been organized in Ken- 
ton and Campbell counties, with P. P. 
Mc Vean , of Kenton, as president. 

The shrewdest traders always boast 
that they make their best money on 
trades with farmers who do not read 
agricultural papers, and we believe it. 

Mr. W. L. Scott is exhibiting some 
of his fine Cotswold sheep at the West- 
ern fairs. He is at Springfield, 111 ., 
this week, and will perhaps go to St. 
Louis also. 

We had a call last week from Mr. Jas. 
R. Marrs, editor of the Danville Advo- 
cate, one of the best printed, best edited 
and most reliable papers in this or any 
other State. 



The young city of Deadwood, in the 
Black Hills, was almost totally de- 
stroyed by fire last Friday. The loss is 
estimated at $2,000,000. .-Mthough 
but about two years old, Deadwood had 
2,000 inhabitants. 

The Turf, Field and Farm says of 
Mr. B. J. Treacy, breeder and trainer 
of trotting horses, at Lexington, Ky.: 
“Treacy is an excellent trainer, and he 
breeds with judgment. He is always 
as busy as a bee, and honeyed words 
frequently fall from his lips. He is 
one of the features of Lexington.” 

Land in Shelby County. — A corre- 
spondent from this county, writing 
under date September 29, says : “There 
is certainly a better feeling among 
farmers, and the sales in this county 
show improvement in prices. There is 
also a much better feeling with tenant 
farmers, and all the farms offered at 



reasonable rents will soon find takers ” 
The same correspondent says; “The 
grass in our county is very fine, and 
stock doing well. I never had my cattle 
looking better.” 

Messrs. W. Shelby Wilson and S. 
M. Neal, of Shelby county, passed 
through this city last Monday, on their 
way to the Indianapolis (Ind.) and 
Springfield ( 111 .) fairs. Mr. Wilson will 
show some of his Berkshires at these 
fairs. 

The Greenup Independent \ Dr. 
A. M. Black, who has already done so 
much for Eastern Kentucky, has in- 
duced a company of Pennsylvania oil 
men to buy 800 and to lease 10,000 
acres of land in Johnson county, where 
they are now boring for oil. 

Some boys in the neighborhood of 
Cerulean Springs, Ky., exercised the 
time-honored right to destroy the wid 
ow Sizemore’s melon patch, and Squire 
Turner’s court calls on them for $15 
and costs, .\fter awhile they’ll do 
away with the little one’s right to pull 
grandpa’s hair. 

The Owensboro, Russellville & Nash- 
ville railroad is to be completed from 
the Owensboro Junction through Rus- 
sellville to .\dairville. Wt are glad to 
hear of this. There are few farm 
houses in that good section around 
,\dairville in which the Far.mers’ 
Home Journal does not meet with a 
welcome, and we shall always be de- 
lighted to hear of anything that favors 
those worthy people. 

COTTON SEED HOLLER. 

A subscriber, whose letter has been 
mislaid and whose address we do not 
now remember, inquired not long since 
where he could buy a cotton seed hull- 
er. We then did not know, but have 
sinc^ ascertained that the best machines 
can be bought at the following prices : 

Hand huller (hulls three to four bush- 
els per hour), $75 ; power huller (hulls 
ten to twelve bushels per hour), $175; 
power huller (hulls twenty to twenty- 
five bushels ])cr hour), $275 ; large size 
for oil mills (twenty-five tons per day), 
$900. These are factory prices. 

Decorticated cotton seed meal pro- 
duces a rich oil, and after the oil is ex- 
pressed the meal is the best flesh and 
fat producing food for cattle, and the 
very richest fertilizer for the cotton 
plant that can be used. The hulls are 
burned for their ashes, that are good 
for mixing with the seed when planted. 

THE SHOOTING OF COL. M. LEWIS 
CLARK. 

On Monday night at the Galt House, 
Capt. T. G. Moore, of Crab Orchard, 
shot and wounded Col. M. Lewis Clark, 
president of the Louisville JockeyClub. 
The difficulty grew out of some decision 
rendered on the course Monday, with 
which Moore was not satisfied. The 
two had a conversation at the manager’s 
office at the Galt, when Moore claimed 
that he had been insulted on the course 
and demanded a public apology. Col. 
Clark said no insult had been offered 
him, and he would make no such 
apology. Moore then offered to draw 
a weapon, when he received a blow 
and was pushed out of the room, where- 
upon he fired through the glass door, 
striking Col. Clark in the breast. The 
ball struck the bone and glanced around 
the body, and the wound, though pain 
ful, is not considered dangerous. 

THE ENGLISH HARVEST. 

The London Farmer contains the 
following : 

The wheat harvest is deficient — probably 
20, perhaps 30, per cent. • » • * Mean- 

while the nation, as a whole, i.s steadily get- 
ting poorer, and, to put it plainly, is going 
down in the world. Depression is increasing 
at an alarming rate. * • • ♦ The fol- 

lowing table shows the amount of money paid 
to foreign countries for cereal produce in the 
four past cereal years : 

September, 1879 $260,683,485 

September, 1878 323,588,205 

September, 1877 279 . 725.355 

September, 1876 276,295,875 

Total $1,140,292,920 

In the foregoing table the P'armers’ 
Ho.me Journal has converted the 
pounds sterling into dollars. The am- 
ple crops in this country supplied the 
deficiency of the English crops, and 
this extraordinary demand for farm 
produce furnished us a market for our 
surplus that saved this country from 
bankruptcy and ruin by bringing a 
large gold fund here to sustain the re- 
sumption of specie payments. 

KENTUCKY FAIRS. 

Hartford September 30, 5 days 

Glasgow October 7, 4 days 

Owensboro October 8, 3 days 

Hopkinsville October 8, 4 days 

Paducah October 14, 4 days 

If you want to make sure of getting 
to heaven, the best way is to make an 
early start. 



THE USE OF FERTILIZERS. 



During no season in the past have 
Kentucky farmers sown so liberally of 
bone dust and other commercial fertil- 
izers as they are doing the present fall 
on the wheat. The dealers in bone 
dust are crowded with orders, and near- 
ly all of them, when the article they 
represent is reputable, are behind with 
orders. This state of affairs broods 
good or ill for the farmers of the State. 
They are to be greatly benefited by an 
increase of their wheat crops, or they 
will be poorer by the amount of the 
outlay for the bone meal. If we are 
to judge by the result of former experi- 
ence, the free use of this article encour- 
ages us to hope for the very largest and 
best wheat crop in 1880 that has ever 
blessed our soil. 

Our lands have become exhausted 
by constant cropping of some of the 
elements needed to mature a good 
wheat crop. No one can tell just what 
is needed, except by experiment, as we 
have no means of getting at it by analy- 
sis of the soil. .-\s a consequence, we 
grope in the dark. A. uses a fertilizer 
with excellent results, while B. finds it 
does not help him a particle. It is not, 
however, the fault of the article, but 
that B.’s land was perhaps already sup- 
plied with the principal ingredients to 
be found in it, while .\.’s land needed 
just these compounds. .Vs they say in 
breeding, A.’s land and the fertilizer 
just notched in splendidly. 

There are some commercial fertil- 
izers made that purport to contain all 
the elements necessary to wheat plant 
growth. Such, if honestly made, will 
cause wheat to grow and mature in a 
pot of clear sand. .■\ farmer can hard- 
ly go amiss in supplying his land with a 
reasonable amount of this, though he 
may not find it always profitable, as he 
may frequently supply the very ele- 
ments in which his soil is least in need, 
while at the same time giving it, in small 
portion, the one it does not contain. 

.So, then, this can not be a shut-eye 
business. Mistakes can be made — fre- 
quently are made, where the sufferer is 
none the wiser. He only knows he 
has not benefit, but can not tell why ; 
so in a blind ignorance he eschews all 
attempts to improve his worn out lands 
or feed his hungry crops, and settles 
down content to let things take their 
course, which is sure to be down hill. 

In the absence of a State analytical 
chemist the experimenter must use his 
own judgment, and this can best be 
done by trying in a small way simple 
substances or compounds of which the 
elements are known. When a favora- 
ble result is obtained, pursue that 
course until farther experiments show 
a better. 

The ashes of wheat — root, stem and 
seed, show phosphoric acid, magnesia, 
potash and lime to enter largely into 
its composition. The seed contains 
nearly 50 per cent, of phosphoric acid. 
This substance is best supplied through 
means of raw bone, which also supplies- 
lime, and nitrogen another important 
element. 

If upon experiment it is found that 
the land is deficient in nitrogen, there 
is perhaps no better or cheaper way of 
applying it than by scattering broadcast 
a few hundred lbs of wheat bran. The 
bran is chearp, but it is a great stimulant 
to the wheat plant. It must not be 
supposed that it only reproduces itself. 
By furnishing, at the proper time, nour- 
ishment to the young plant, it gives it 
strength to reach out and assimilate the 
plant food that lies before it in the soil, 
so that it is vigorous when the time 
comes to make the seed. Of course, 
where bran is sold at a high price 
for feeding it would be too expensive 
for manure ; but about great milling 
towns It is often low, and sometimes a 
damaged lot can be found which can 
be bought for a song. The enterpris- 
ing farmer will find it well to take all 
such. 

GERMAN MILLET IN KENTUCKY. 

Having often read in that most excel- 
lent paper, the Farmers’ Home Jour- 
j NAL, of German millet, of its great 
j yield and most excellent properties for 
1 feeding, we concluded last spring to try 
I it. We bought two bushels of good 
seed. We broke two acres of. third 
I year’s land, first with a shovel plow. 
This ground had been tended the two 
previous years in tobacco. We let it 
lay for some time and then harrowed it, 
after which we sowed the seed, about 
one half bushel to the acre, then har- 
rowed again. This is all we did. In 
about seventy days the grass was from 
four to six feet high and in bloom. In 
this stage we cut from the two. acres 
about eight tons of hay. 

We also sowed two acres of old rich 
land. We plowed it very deep early in 
the spring. We broke it again in June, 
and harrowed and then brushed in the 
seed on the 2zd day of June. This is 
the finest lot of grass. Some of it is as 
high as a man can reach standing up. 
We think German millet will do, in fact 



is the best grass to raise, and well 
adapted to our Green river lands. It 
is an excellent forage for horses and 
cattle. It yields an abundance of seed, 
and is said, when ripe, to be bad to 
founder ; this is why we cut when in 
bloom. We are satisfied beyond our 
expectation. 

A FINE CROP OF TOBACCO. 

1 saw to-day on No creek, in your 
county, a crop of six acres of as fine 
tobacco as ever grew in the Green river 
section. It is now being cut and 
housed in excellent condition, and the 
yield will not be far from 8,000 lbs. 
This crop is on the Titus Bennett farm, 

I and was raised by G. W. Bennett and 
I K. B. Howard, two very worthy, indus- 
I trious young farmers. They deserve a 
j good price for the crop, and will no 
I doubt secure it. We lost about twenty 
acres of tobacco by the recent storm 
that passed through the edge of Da- 
viess and Ohio counties. — S. B. Henv- 
ard, in Hartford Herald. 



UNITED 



STATES AS A 
COUNTRY. 



WHEAT 



I A little over thirty years ago the Re- 
publican notes that grain was imported 
I to this country from the Black Sea. 

' During the crop year on which the 
I country is just entering it claims that it 
I is certain that 160,000,000 bushels of 
I wheat will be exported to Europe, and 
j the amount may reach 200,000,000 
i bushels. The grain is in this country ; 
j the only question is one of demand. 
The demand last year from Europe 
i was for 159,000,000 bushels out of a 
i crop estimated at 420,000,000 bushels. 

The production this year is larger. 
It is one-fourth larger in Kansas, and 
in Minnesota the production this year 
! is 40,000.000 bushels, a large advance 
! over last year ; the grain fields of south- 
I ern Ohio show an unprecedented yield, 

] as do those of Iowa ; and in Indiana 
, the crop will in some cases pay for the 
j ground on which it stands. The wheat 
1 acreage of the country is put at 32,000,- 
I 000 acres, an increase of one-fifth in 
I two years. 

The average yield is placed at 12 
bushels an acre, and the acreage at 

31.000. 000 acres, by .\lexande£ Del- 
mar, who wrote to the Times in the 
close of July, after a trip through the 
wheat fields of the West, ending at 
Ogden. The statistician of the New 
York Produce Exchange puts the 
average yield at from ii to 12 bush- 
els; other more sanguine estimates 
carry it up to 13 or 14 bushels an 
acre. The lowest estimate made places 
the crop at 360,000,000 bushels, the 
largest at 440,000,000, and a crop of 

420.000. 000 may be reasonably count- 
ed upon. This is an increase in ten 
years of 133,000,000 bushels in the 
annual wheat production of this coun- 
try, and an increase nearly equal to 
the total wheat harvest of twenty 
years ago. 

Out of this year’s harvest, reckoning 
the population in this country at 
48,500,000 persons, 194,000,000 bush,- 
els will be needed for consumption and 

50.000. 000 for seed — in all 244,000,000; 
leaving at the highest estimate, 196,- 
000,000 for export, to which may be 
added 20,000,000 bushels left over from 
last year’s crop. 

Whether the European demand will 
equal the amount of surplus wheat in 
this country is considered by the Repub- 
lican as doubtful. It will unquestion- 
ably equal last year's demand, and the 
value of the breadstuff’s exported dur- 
ing the coming year will probably reach 
$150,000,000, and may rise to a higher 
figure. 

The unknown quantity in the wheat 
supply of the world is Russia. Its har- 
vest has been pronounced far under the 
average for weeks past, but recent ad- 
vices tell a different story. At best, 
however, nothing more than an aver- 
age surplus for export is to be expect- 
ed, not over 50,000,000 bushels ; and if 
this is supplemented by the usual Eu- 
ropean import of 20,000,000 bushels 
from Roumania, and 5,000,000 from 
Canada and Australia, the grand total 
wheat supply which Europe is likely to 
receive from points outside of this 
country may be placed at 75,000,000. 

The current deficiency in Europe is 
placed at from 225,000,000 to 275,000,- 
000 bushels. The demand in England 
is clearly known. It will amount to 
about 110,000,000 bushels. The de- 
mand in France can be less accurately 
estimated. .\11 northern Africa is in a 
state of famine, or is producing barely 
enough for its own supply, leaving 
nothing for export. This cuts off one 
French source of supply in Algeria. 
The crops in northern Italy have failed, 
and Italy is importing grain already, 
instead of exporting it, which closes an- 
other region from which France obtains 
grain. 

The potato crop in northern France 
has generally failed, and the local food 
supply all over the republic is deficient. 
It is a low estimate, then, which places 
the FYench demand for wheat at 100,- 



oot>,ooo bushels. The rest of Europe 
will probably need 75,000,000 more, 
but may need less. The food supply 
of a continent is not a thing to be easily 
reduced to figures. Moderate esti- 
mates, however, place the demand at a 
larger figure than the amount of the 
probable surplus in this country. It 
will probablv all be needed, but our 
authority is not likely that it will be 
called for at higher prices. 

This is the present outlook. Very 
trifling causes may change the existing 
condition of affairs in favor of high 
prices. One thing is certain : no crop 
of wheat ever harvested in this country 
will be carried to market more cheaply, 
and none, therefore, will leave a larger 
margin of profit in the hands of farm- 
ers. — Springfield Republican. 

BIRDS AND CHERRIES. 

The cherry crop has been more than 
usually good in most places this year ; 
and even the birds have had to rejoice 
and sing “cherry ripe ” in every note. 
But the bird trouble is getting to be a 
serious one where there are but few trees 
— there are few left for the owner, rob- 
ins and cat birds getting nearly all. 

Some persons had the idea that when 
the sparrows came we should see native 
birds fall back to the “ original forest ” 
which was once in the State of Ohio, 
but, in our case at least, there are more 
native birds than ever. They must 
have made a treaty offensive and de- 
fensive, for they live with the sparrows 
in peace and harmony. W e wish the 
sparrows would drive them away a little 
about cherry time. Robins, catbirds 
and the like do an immense amount of 
good — from the time the frost leaves us 
till the cherries are ripe they live 
wholly on insects (friends and foes), and 
after the cherries are gone they again 
take to the grubs and caterpillars. 

But we do not like to lose the cher- 
ries. Perhaps we shall have to take 
the fish netting to keep the birds from 
the trees, and there is the additional 
satisfaction of knowing that this is “the 
way they do it in Europe.” Most 
kinds of fruit promise well for full 
crops. It is here that trouble often be- 
gins, for trees can not bear forever on 
nothing, and many forget to give them 
food. 'I'he wise orchardist has thinned 
his fruit at an early stage of growth, 
and will now be looking around for 
material to fertilize them with. 

It is not too late to do it yet to ad- 
vantage. W'e should surface-dress with 
manure, compost, or rich materials, any 
time between now and frost; but the 
earlier the better. There is not much 
use in putting it on after the soil is 
frozen. Rains wash its best portions 
away. As to the kind of manure, it 
makes little difference. If the surface 
is not disturbed much, the richer the 
surface soil the better. W^e have notic- 
ed but little difference between animal 
manure and mineral. Some of the best 
and healthiest trees we know of stand 
near the manure heaps in farm yards. — 
Gardeners’ Monthly. 

Dogs are traveling on their muzzle 
now. 



Bogus Certificates. — It is no vile drugged 
stuff, pretending to 'oe made of wonderful 
foreign roots, barks, etc., and puffed up by 
long bogus certificates of pretended mirac- 
ulous cures, bufa simple, pure, effective med- 
icine, made of well known valuable remedies, 
that furnishes its own certificates by its cures. 
We refer to Hop Bitters, the purest and best 
of medicines. — Exchange. See another column. 

PRESCRIPTION FREE. 

For the speedy cure of seminal weakness, 
loss of manhood, and all disorders brought 
on by indiscretion or excess. Any druggist 
has the ingredients. .Address Davidson & 
Co., 78 Nassau street. New York. 23-ly 

A CARD. 

To all who are suffering from the errors and 
indiscretions of youth, nervous weakness, 
early decay, loss of manhood, etc., I will send 
a recipe that will cure you, free of charge. 
This great remedy was discovered by a mis- 
sionary in South America. Send a self- 
addressed envelope to the Rev. Joseph T. 
Inman,- Station D, New York city. jani6-iy 

1 HE Secret Key to Health. — The Science 
of Life, or Self Presdrvatiou, 300 pages. 
Price, only $1. Contains fifty valuable pre- 
scriptions, either one of which is worth more 
than ten times the price of the book. Il- 
lustrated sample sent on receipt of six cents 
for postage. Address Dr. W. H. Parker, 4 
Bulfincb street, Boston, Mass. 34 -I 3 I 

Consumption Cured. — An old physician, 
retired from practice, having had placed in 
his hands by an East India missionary the 
formula of a simple vegetable remedy for the 
speedy and permanent cure for consumption, 
bronchitis, catarrh, asthma, and all throat and 
lung affections, also a positive and radical cure 
for nervous debility and all nervous complains, 
after having tested its wonderful curative pow- 
ers in thusands of cases, has felt it his duty t« 
make it known to his suffering fellews. .Ac- 
tuated by this motive and a desire to relieve 
human suffering, I will send free of charge to 
all who desire it, this recipe, in German, 
French or English, with full directions for 
preparing and using. Sent by mail by address- 
ing with stamp, naming this paper, W. W. 
Sherar, No. 149 Powers’ Block, Rochester, 
New York. 40-eow-i3t 

Chew Jackson’s Best Sweet Navy Tobacco. 
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A FINE COTSWOLD FOR SOME. 

BODY. 

As an inducement to some one to 
get up a club of twenty subscribers to 
the Farmers’ Home Journal, Messrs. 
J. R. Winlock & Bro., of Hiseville, 
Barren county, Ky., offer as a premium 

A Fine Cotswold Ram Lamb, 
the pick of their very fine flock of im- 
ported bred sheep. The lamb is one 
sired by ad Duke of Berlin, he by 
imported Duke of Berlin, and guar- 
anteed to weigh from too to 130 lbs at 
four months old. 

Mr. P. T. Gentry, of this county, 
recently sold to A. J. Alexander, Spring 
Station, Ky., a bay filly four years old, 
by Hero of Thorndale, dam Syren by 
Edwin Forrest, her dam Waterwitch 
(Mambrino Gift and Scotland’s dam), 
by Pilot, jr. — Danville Advocate. 

Berkshires for Sale. — Mr. T. G. 
Crutcher will sell, October 5, at his 
farm in Shelby county, Ky., 180 fine 
Berkshire hogs. His herd of Berk- 
shires are finely bred, and he has taken 
a great many premiums with them this 
and in former years. Read the adver- 
tisement for particulars. 

Lady Stout, the celebrated trotting 
mare, bred by Mr. John Stout, of Wood- 
ford county, has a fine foal at her side 
by Startle. In the Lady is a combina- 
tion of Hambletonian, Mambrino, 
American Star and Kentucky thorough 
blood, and they form a trotting basis 
from which the best results have been 
obtained. 

1 ♦ 

Thirty years ago the common sheep 
of Germany had only 5,000 or 5,500 
wool hairs to the square inch of sur- 
face. Now, through improvement in 
breeds, the common grades of sheep 
have 27,000 to the square inch, and 
the pure bred merinoes have from 40,- 
000 to 48,000 wool hairs to the square 
inch. 

“A FEW years hence, ’’says Mr. Joseph 
Harris, “American Cotswold sheep will 
be shipped by thousands and tens of 
thousands every week to the English 
market. There is no reason why they 
are not now shipped in large numbers, 
except the fact that they can not be 
found. We do not raise enough of 
them, or feed them well enough.” 

Diseases of Swine. — We are in re- 
ceipt from Commissioner Le Due, of 
the National Board of .Agriculture, a 
report of the committee on the investi- 
gation of diseases of swine, etc. The 
work contains nearly three hundred 
pages, with excellent colored plates 
illustrating the different stages of dis- 
ease. We have not had time to make 
such an examination of this book as to 
attempt to pronounce upon its value. 

Bitting Colts. — W. H. H. Murray, 
speaking of getting the colt to take the 
bit, says : “When my colts are one year 
old 1 begin to teach them to hold a bit 
in their mouths. The bit is of pine, 
some half an inch in diameter and five 
inches in length. This is held in the 
mouth by a piece of cord tied to each 
end and passed over the head. The 
colt likes this. It gives him something 
to bite on, and helps the teething process. 
.After a few days you can arrange the 
strings as miniature reins and teach the 
colt the proper use of it. Use a leather 
bit, large and pliable, and throw your 
check line in the pigstye.” 

Mr. Bonner’s Sale of TROriERS.— 
By reference to advertisement else- 
where it will be seen that Mr. Robert 
Bonner will sell, October 29, a large 
draft from his stables of fine trotting 
horses. The place of sale will be duly 
advertised hereafter. This will be an 
interesting .sale, as it is well known that 
Mr. Bonner has been buying every fast 
trotter — stallion or mare — he could lay 
hands on for twenty years, and has 
never sold one, publicly or privately. 
Of the stock to be sold are some young- 
sters, with trial time as low down as 
2:23^. There will be young stallions 
and fillies sold that were sired by Ed- 
ward Everett and .Startle, and out of 
the very best trotting dams. 'I'his sale 
will be the event of the season in trot- 
ting circles. 

A Disease in Cows. — The St. Louis 
Journal of Agriculture says : “A disease 
somewhat resembling the Texas fever 
is somewhat prevalent in the dairies 
around St. Louis, and in a<pumber of 
cases has proven fatal. We have so far 
seen no description of the disease, and 
believe we shall hear little or no more 
of it. The season has been dry of late, 
and the ponds from which these ani- 
mals are supplied with water have been 
very low, and abominably stagnant, if 
not stagnant and poisonous. The won- 
der is not that the animals die, but that 
any are left to tell the tale. Late rains 



have in some measure alleviated the ; 
conditions, and will do so increasingly 
as fall approaches.” This appears to I 
have been the same kind of disease that 
has been troubling the milkmen around | 
Detroit, and which our veterinary ed- ' 
itor ascribes to infection from Texas ' 
cattle.^ — Detroit Paper. 



BULLS FOR THE WEST. 

A breeder in the Bluegrass section 
writes: “I would like to direct your 
attention to the peddler again. Not 
the everlasting tree peddler this time, 

! but his prototype, the bull peddler, who 
professes to want nothing but pure-bred 
Shorthorns when talking to the breeder, 
but who buys every shapely, good 
colored grade he finds, and ships him 
to the Western market. He says the 
ranchmen don’t know the difference 
between grades and pure-bred animals, 

I and that the grade, frequently having 
; more size, brings the most money.” 

^ Cloverland Herd. — T he following 
I births are reported in the Cloverland 
: herd of W. T. Hearne, Lexington, Ky.: 

] January 9 — Oxford Countess Fourth 
I (Craggs), red heifer calf, sired by 6,165 
Bell Duke. 

July 10 — Seventeenth Louan of Glen 
Flora (Cambria), red and white bull 
calf, sired by 6,165 Bell Duke. 

July 13 — Waverley Belle (Young 
I Phyllis), red roan heifer calf, sired by 
6, 165 Bell Duke. 

July 25— Finesse P'ourth (Fletcher), 
red heifer calf, by Bell Duke. 

September 5 — Fidelity Sixth (Fletch- 
er), red roan heifer calf, by Bell Duke. 

Stock all looking well and doing 
finely . — Live Stock Record. 

Shorthorns for Beef. — Messrs. 
D.adisman, Offut & Brown purchased 
of James Guthrie 100 head of fine cattle 
averaging 1,715 lbs, at $4.75 per cwt, 
realizing him the handsome sum of 
$8.14593 for the lot. This herd of 
cattle in finish, quality and size is one 
of the best ever shipped out of Ken- 
tucky, and reflects great credit upon the 
maturer, who always takes great care 
to select the very best, and spares no 
expense to secure them. Mr. Guthrie’s 
eighty-seven cattle averaged last year 
1,665 were shipped East by 

Messrs. Dadisman & Offut, and netted 
on home weights $5.03 per cwt. Two 
years ago eighty-six head were bought 
of him by same firm, averaging 1,645 
lbs, at $100 per head. Where is the 
feeder in the State that has matured 
three years in succession three better 
lots of cattle ? — Shelby Sentinel. 

More Good Time. — Records were 
made to suffer again last week at the 
Jockey Club races. In the great .Amer- 
ican stallion stake, one and three-quar- 
ter miles, for three year olds, Irish 
King won after a most exciting con- 
test over a dozen entries, in the ex- 
traordinary time of 3:05)^ — best on 
record for a three year old. The fol- 
lowing is a summary of the race : 

Great American stallion stake for three 
year olds, $100 entrance, half forfeit, second 
horse to have $200, third to save stake ; one 
and three-fourth miles dash. The club to add 
the Jockey Club vase, $1,500 and $1,000. 

F. B. Harper’s b. c. Irish King, by Longfel- 
low ; dam Little Fannie (Allan) i 

F. B. Harper’s br. c. Jils Johnson, by Long- 
fellow; dam Fannie Wells (Stovall) 2 

W. H. Johnson & Co.’s b. f. Maiy Walton, 
by John Morgan ; dam Effie Cheatham 

(Kendrick) 3 

Geo. Cadwallader’s b. f. McGrathiana, by- 
Tom Bowling ; dam Emma Maratta (High- 
tower) 4 

Cottrill & Lakeland’s ch. c. Buckner, by imp. 
Buckden; dam Tick (Lewis) 5 

A. Buford’s b. c. Goodnight, by Enquirer ; 

dam Lizzie G. (Downing) 6 

Robinson & Preston’s ch. f. Lillie R., by 
imp. Glenelg ; dam F'lorine (Robinson) 7 

B. G. Thomas’ ch. c. .Aureolus, by Waverley; 

dam Aureola (Fox) o 

Starris & Co.’s b. f. Beatitude, by imp. Bon 

nie Scotland ; dam Mariposa ( ) o 

Geo. W. Bowen & Co.’s b. c. Vender, by 

imp. Glenelg; dam Lark (Douglas) o 

Ed. llughes’ ch. f. Bettie F., by War Dance ; 

dam Nelson ( ) o 

W. A. Dunn's b. c. Fair Count, by Dudley ; 
dam by imp. Albion ( ) o 

Time— 3:05X- 

Irish King is by Longfellow, dam 
Little Fannie, and was bred at Mr. F. 
B. Harper’s place, in Woodford county, 
Ky. The King is fifteen and a half 
hands high, and in color is a dark bay 
or light brown, his legs more black than 
j anything else. He started for the first 
time this season at Lexington, in a mile 
j and one furlong dash for all ages, win- 
ning easily in the mud, Sam Eckers 
second, Kinkora third. Goodnight, 
Minnoch, Bashi Bazoiik and Coquena 
unplaced. Time, 2:01^. 

Irish King belongs to Harry Colston, 
of color (Mr. Harper's trainer), to 
whom he was given by Mr. H. when a 
I colt. 

Country doctor to the bereaved wid- 
i ow of a late member of Georgia Legis- 
lature : “I can not tell how pained 
' I was to hear that your husband had 
; gone to heaven. We were bosom 
friends ; but now we shall never meet 
again.” 



FROM LAWNDALE FARM. 

Editor Fatmers' Home Journal : 

I notice in your ipsueof the 25th that 
your friend, J. M. Copeland, to whom 1 
sent the boar, Oxford Boy,as a premium 
for club to your paper, asks why I did j 
not attend the Franklin fair with “Lord 
Rogers’' or “Elmhurst Prince.” I was 
quite anxious to make a visit to Southern 
Kentucky this fall with a part of my 
herd, and had talked the matter over 
with Mr. G. W. Waddy; but while I 
was at the Frankfort fair, he left for the 
Bowling Green fair, without giving me 
warning — hence I could not go with 
him. 

But the real reason is this : I have 
sold a Jersey heifer, to be delivered at 
Springfield, 111 ., during the Illinois 
State fair next week, and having bought 
of Mr. Norton, of Pennsylvarfia, the 
two most noted sows in .America — Black 
Rose and Cleopatra Duchess — to be 
delivered at the same time and place, 

I determined to take a part of my show 
herd with me there, and go on to the 
St. Louis fair the following week. 

You can say to Mr. Copeland that 
I know he has a very fine hog, and 
one that might beat “ Lord Rogers;” 
but even if he were to, I should enjoy 
it as much as he, and it would add as 
much to my reputation as his. Hence 
his banter did not prevent my coming 
to Southern Kentucky. 

I have now shown “ Lord Rogers ” 
fifteen times, and have taken thirteen 
first premiums and two second prem- 
iums on him. He is now on the way 
to Springfield, 111 ., and I hope to do 
well with him there. I expect to sell 
“Lord Rogers” this fall, and have 
bought “Sambo XVIL,” by “Smith- 
ereen,” and out of the celebrated old 
sow “ Lady Liverpool,” to fill his place. 
As to nobility of blood, he is second to 
no boar in the world, and I expect 
grand results from him. 

W. Shelby Wilson. 

Lawndale, Shelbyville, Sept. 26. 

IRISH KING’S $5,350— TROUBLE IN 
HARPER’S STABLE. 

Irish King, it will be remembered, 
entered by Frank B. Harper, won the 
great American stallion stake last Thurs- 
day, i)^ miles, in 3:05)^, the best time 
on record. The second horse, Jils 
Johnson, was also entered by Harper 
and belonged to him ; but Irish King, 
the winner, really belonged to Harry 
Colston, the quite noted trainer, of the 
Harper stable, the negro man who had 
charge of Longfellow, 'I’en Broeck and 
other world-renowned racers. Harper 
promised to give his trainer the colt 
Irish King, provided he would make 
Ten Broeck beat Mollie McCarthy in 
the great four-mile race here on July 4, 
1878. Ten Broeck won the race, and 
Colston earned the colt. 

When the race was won Thursday, 
Harper drew all the money, amount- 
ing to $5,850 — $5,350 to the first horse 
and $500 to the second. On the track, 
after the race, he is said to have ac- 
knowledged that the principal sum be- 
longed to Colston after the payment of 
the entry fee of 8100. 

The next morning Harper went up 
to Woodford county, and is reported to 
have said to a man named Healy, on 
the train, “ Harry owns Irish King, 
and wins the money;” but on his re- 
turn the next day, he seems to have 
changed his mind, claiming then that 
his horse, Jils Johnson, had been pulled 
to allow Irish King to win the first 
money. Mr. Harper’s instructions to 
the jockeys riding the horses are said 
to have been as follows : To Stoval, 
riding Jils Johnson, he said, Lay 
along with Irish King, and whenever 
Buckner weakens make a run at him 
but do not take the track for the race 
till you get fairly into the head of the 
home stretch, then run to win ; ” Allen, 
the rider of Irish King, he merely told 
to ride his best to win, and if he should 
win he would give him $100. 

On Colston’s demand that Harper 
pay him the money that Irish King had 
won. Harper became very wroth, claim- 
ing that he had been robbed by his sta- 
ble force; that Jils Johnson was pulled 
to beat him out of the rich stake. Yes- 
terday Mr. Harper discharged every 
soul connected with his stable here, and 
sent word to Colston “ to get out and 
never come near him or his horses 
again, and to prepare Irish King to run 
the race over again with Jils Johnson.” 
Colston IS sure his horse could win, but 
thinks the money is already his, and 
this morning had a talk with Mr. W. B. 
Fleming to prepare to bring suit against 
Harper for the amount. 

Colston subsequently filed his suit in 
the Common Pleas court against F. B. 
Harper and the Jockey Club, claiming 
$4,900 and the vase, valued at $1,500. 
— Post and News. 

VV’hen to .Apply Manure. — “Rural” 
writes as follows on this subject in the 
Chicago Tribune : We consider it best 
to spread it during late winter and 
spring ; then plow it under and grow a 



crop of corn. Neither oats nor wheat 
usually do well on ground freshly 
manured. Where possible, we should 
spread it on a meadow, and, after tak- 
ing off one crop, plow it up and sow to 
wheat. If corn is grown, sow wheat 
in the standing corn with a drill, or 
cover it with a small cultivator. If we 
apply manure to the wheat crop direct, 
we should apply it after the ground has 
frozen, as a mulch. 



THE FARMING IN ENGLAND AND 
IN AMERICA. 

The English farmer stands very much 
in the position of the farmer of the 
Eastern and Middle States, and is only 
worse off because he does not own the 
soil, and therefore can not maintain 
himself when farm products do not 
realize sufficient to pay rent. Other- 
wise the American farmer feels the 
competition with the cheap Western 
lands as badly as the English farmer. 

Farm land in the East has but little 
actual salable value just now, and if its 
value were to depend wholly upon 
growing wheat and rearing beef in com- 
petition with the far West, it would 
have no value whatever. When an 
acre of wheat can be grown and 
brought to market in the West for $9, 
j.nd a three year old steer can be put on 
the cars in Colorado or Montana for 
$10 or less, it is useless for an Eastern 
or English farmer to dream of making 
money in competition with such cheap 
land and labor. 

The great West must for many years 
constitute the granary and grazing 
fields for Eastern America and for 
Western Europe ; and farmers owning 
more costly lands, with no advantage 
but the cost of freight in their favor, 
will have to produce larger crops per 
acre by better culture, and grow those 
bulky or perishable products which will 
not stand distant transportation. 

I do not see that sympathy should be 
wasted so much over the British farm- 
er, when our own Eastern farmers are 
producing milk for ij^c per quart, 
cheese for 5c per lb, wheat for 90c per 
bushel, oats for 28c, and other products 
in the same wretched proportion. — Cor. 
Countty Gentleman. 

THE FRIENDLY MOLE. 



Of course, this little animal is some- 
times very troublesome in lawns and in 
vegetable gardens; but all his mining 
operations are “in the interest of profi- 
table agriculture.” He raised those 
unsightly ridges, surely enough ; but 
don't hold him accountable for that row 
of peas devastated by some under- 
ground marauder that you did not 
chance to see. 

If you come upon a mole track run- 
ning right through a whole row of po- 
tatoes, and dig down and find the tu- 
bers eaten or entirely destroyed, don’t 
get angrj, and upon this little bit of 
circumstantial evidence rush off and 
buy a mole trap, while the real author 
of the mischief, the field-mouse, is pick- 
ing his teeth demurely in another por- 
tion of the field, and wondering in 
which direction next to forage. The 
reason the mole digs along the row is 
because the manure or moisture around 
the roots have attracted worms, grubs 
and other insects generally found in 
such situations, and he digs where he 
gets the best pay. 

The mole is not a vegetarian, but 
subsists upon animal substances, prin- 
cipally grubs and insects, as has been 
demonstrated again and again, and as 
any farmer may prove to his entire 
satisfaction. Moles have been con- 
fined in boxes of soil containing roots 
and other vegetable matter, but have 
gone hungry until transferred to other 
boxes in which suitable insect food had 
been placed. 

The most recent experiments that I 
have seen recorded were made in 
France, and furnish additional evidence 
of the usefulness of these little animals. 
.A single mole in four days devoured 
432 wornils (a kind of maggot) and 250 
grubs. .Another placed in a box in 
twelve days ate 872 wornils and 540 
grubs. Various kinds of vegetable 
food were supplied, but they remained 
untouched. 

The mole forms its nest about eight 
inches below the surface of the soil, 
with galleries leading off in two or 
three directions. The excavations are 
rather large, and are lined with leaves 
and soft grass. The animals are found 
in the Northern and Eastern States, and 
southward to Florida. — Charles R. 
Dodge. 

Texas is the largest great stock State 
in the Union. It is estimated that dur- 
ing the past ten years 3,000,000 head 
of cattle have been driven from the 
State, without counting the numbers 
that have been shipped by sea and rail. 
Taking the average net receipt to stock 
raisers at $7 per head, the estimate is 
$24,004,961 worth of cattle have been 
converted into money in ten years. .A 
novel feature of the cattle trade is the 



co-operation of the mosquito in the 
management of the range. One of the 
largest owners says that without the aid 
of the mosquito three times as many 
men would be required to herd and 
gather. Out of the mosquito season 
the cattle get as wjld as deer, but under 
the influence of these pests they con- 
gregate and become docile and easy to 
manage. .And now, since the mosquito 
is encouraged and utilized as a cattle 
•tamer, let it not be said that he was 
made in vain, and let them all migrate 
to Texas where they can be made use- 
ful. — Harruss and Carriage Journal. 

Watering Cows. — If you desire to 
get a large yield of rich milk, give your 
cows every day water slightly warm 
and slightly salted, in which bran has 
been stirred at the rate of one quart to 
two gallons of water. You will find, if 
you have not tried this daily practice, 
that your cow will give twenty-five per 
cent, more milk immediately under the 
effects of it, and she will become so ac- 
customed to the diet as to refuse to 
drink clear water unless very thirsty. 
But this mess she will drink almost any 
time, and ask for more. The amount of 
this drink necessary is an ordinary 
water pail full at a time, morning, noon 
and night. — Michigan Farmer. 

LOUISVILLE MARKETS. 

Office Farmers’ Home Journal, 1 
l.ouisviLLE, Ky., Oct. 2, 1879. ( 

Butter — Common to choice, from 6(^15; 
reserve, iSfSzo; creamery, 25027c. 

Coffee — R io ioJ50nc for common, I40 
i5cforgood, i 50 i 6 J^c for prime, i6)4@i7c 
for choice, and 19020c for fancy ; old Govern- 
ment Java 20'oi26c. 

Cotton — Middling, loj^c; low middling, 
IOC. 

Eggs — 13c per dozen on arrival. 

F'lour — Choice fancy, $5.7506.25; plain 
fancy $5.2505.50; A No. i, $5.0005.25; 
extra family, $4. 25(0)4. 50 ; extra, $3.2503.50. 

Feathers — P-ime goose, 44c; mixed lots, 
2503OC. 

Field Seeds — Per bushel. 

Sapling clover $5 00 

Red clover 4 75 

Timothy 2 35 

Red top, in sacks 70 

Orchard grass i 35 

Cleaned Bluegrass 65 

Extra Bluegrass 75 

Seed rye 65 

White onion sets 3 50 

Yellow onion sets 3 00 

Sacks, except for red top and orchard grass, 
charged extra. 

Grain — Wheat, No. 2, $1.05 ; No. 3, 
950 97c. Corn, 46047c for ear ; 40c for 
shmled mixed and white on track. Oats, 

No. 2 mixed 28c per bushel, as to grade, 

in bulk, on track or levee. Barley, 800,93c. 
Rye, 67c. 

Hides and Skins — P rime flint, l6c; dry 
(lint, damaged, I2c; prime dry salted, 12c; 
dry salted, damaged, lOJ^c; prime green-salted, 
7 Kc; green-salted, damaged, 6c ; green, 6j^c ; 
sheepskiivs, 45050c. 

Hay — C ommon to medium, $13015; good to 
choice, $170 1 8. 

.Molasses and Syrups — N ew Orleans mo- 
lasses at 3O04OC in bbis, syrups at 4O06oc, 
sorghum, 35038c per gal. 

Onions— $ 2,506^2.65 per bbl. 

Oils — L inseed oil, 62067c; coal oil, iio„ 
test 9)ic, 130° test loj^c. . 

Poultry — C hickens $1.75 per dozen for 
large, 75c0$i.5O for small. 

Potatoes — I rish potatoes, $1.5001.55 per 
Ubl ; sweet potatoes, per bbl $1.75 for red, 
and $2.25 for yellow. 

Pickles— $ 3.25 per bbl. 

Rice — C arolina 7j^08c ; Louisiana 7J^0 
8c. 

Salt — $ 2.00 for 7 bushel bbls ; 280 lb bbIs 
$1.60. 

Sugars — R efined, granulated, at 9J^0 
9j^c; crushed and powdered at 9J(c; cut 
loaf, 9)s(c; A cofifee, 9©9J(c; B coffee sugar 
8j(c; extra C, 8t(c; C yellow, 8)^c, standard 
brands: New Orleans, 808)^c for common 
to prime. 

Starch— 303X^c per lb. 

Tallow — ji^c. 

Wool— M edium to good, 2702gc; black, 
2O026 c ; washed, 35037c. 

Louisville Live Stock Market. 

CA"rTLE — Extra shippers $3.750,4.25 ; extra 
butcher, $3.0003.50; fair to good, $2,500 
2.75 ; common, $2.0002.25 i I'Gugh, $1.5002. 

Hogs — $ 3.700,3.80, best grade ; common to 
fair, $3 4003-60 per 100 lbs gross; light, 
$2.5003.40. 

Sheep and Lambs — E xtra sheep, $3.25© 
3.75; stock sheep, $2 2502.75 ; Lambs, $3.50 
per cwt for best; $2. 2503.00 for common. 

Cincinnati Live Stock Markets. 

Cattle — Common, i)4©2c; fair to medi- 
um, 2J^03c; good to choice butcher grades 
303>4 c; fair to good shippers, 3)(©4>^c ; 
fair to good heavy oxen, 2J^03J^c. 

Hogs — C ommon, $2.7503.03; fair to good 
light, $3.4003.65; fair to good packing grades, 
$3.5003.70: selected butchers’, $3.7003.75 ; 
good Stockers, $2.7503. 

Sheep — Cummon to fair, 2©3c, and good 
to choice, 

Lambs — 30^!^c per lb. 



W. H. Brown. 



B. F. Lowd 



BROWN & LOWD. 

Commission Merchants 

And Dealers in 

Apples. Potatoes. Butter, Eggs and Country 
Produce. 

LoulsviUe, Ky. 



P. BRAD AS & CO.; 

Candy Manufacturers 

AND DEALERS IN 

Foreign Fruits, Fancy Groceries, &c. 

77 Fourth Avenue, East Side, 

LOUISVILLE. ET. 
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MULES IN COAL MINES. 

Colliery mules sometimes live many 
years without seeing daylight, as they 
are only taken out of the mines when 
work is entirely suspended. The mules 
are used hauling cars of coal from the 
various parts of the mine to the foot of 
the slope of the shaft, from whence it is 
hoisted to the surface by steam. The 
mules go to work with the miners, and 
continue until evening. They are 
stabled in the mine, and are carefully 
attended to. Strange to say, the coats 
of mules working in the collieries are 
singularly smooth and glossy, and 
miners attribute it to the coal dust that 
settles on the hair and polishes it. The 
lead mule in a team always carries a 
miner’s lamp attached to his collar, but 
miners say that the lamp is unneces- 
sary, as the mules never get off the 
track in the dark. 

In some places where it is not con- 
venient to haul the cars, mules are 
trained to push them, and it is not un- 
common to see a dozen of the animals 
working in that way. In pushing cars 
the mule is provided with a heavy 
breast pad, instead of the ordinary har 
ness. The ample time the mules have 
for reflection does not, however, seem 
to improve their dispositions, as every 
mining report contains accounts of 
men and boys who have been kicked to 
death or severely injured by them 
Owing to the constant teasing of driver 
boys, mules occasionally become so 
savage that they can not be approach 
ed at all. — Miners Journal. 

CONDITION OF LABOR ABROAD. 



The reports received at the State De- 
partment from the various consuls sta- 
tioned in foreign countries are becom 
ing more interesting continually. The 
observations made on the condition and 
prospects of labor are particularly val- 
uable, in view of the changes which 
are occurring in this field, not only on 
that side of the .Atlantic, but of this. 
The difference between the status of 
laborers in the several European coun- 
tries is very striking, and forcibly sug- 
gests most important reflections. 

According to these consular reports, 
the relations of employer and employ- 
ed in Belgium are the nearest to an 
ideal condition that it is possible to 
meet with anywhere. Employers and 
employed exist in that little kingdom 
almost as one family, neither seek- 
ing to take advantage of the . other. 
There are no strikes there, and the 
universal feeling that prevails is one of 
good will and content. The working- 
men understand that the vgry condi- 
tion of their existence is that they suc- 
cessfully compete with France and 
Great Britain; and that imposes on 
them a life of uninterrupted industry, 
together with the constant practice of the 
most rigid economy. -Agricultural labor- 
ers art content to spend their lives in a 
state of constant service, which is never 
lightened by hope, when they could 
easily become independent owners ot 
farms by emigrating to the United 
States, and lead lives of ease in a con- 
dition of competence. But they toil on, 
practicing self-denial to the end. 

The consul at Ghent says that the 
kabits and customs of this large num- 
ber of work people (80,000) are partic- 
ularly noticeable for frugality, exem- 
plary behavior and strict attention to 
business. Drunkenness is almost en- 
tirely unknown among them, and, ac- 
cording to the police report, charges 
against them for crime are extremely 
rare. But it is the frugality of the 
French peasant that is the marvel to all 
people on this western hemisphere, 
where land is abundant and wasteful- 
ness is the habit. On an income of 
one hundred and fifty dollars a year 
the latter will actually make a saving of 
ten dollars. Both man and wife work, 
and so do the children. 

The agricultural laborer’s whole am- 
bition in France is to become the pos- 
sessor of a small plot of land, for which 
he will practice the most marvelous ab- 
stemiousness. He lives chiefly on In- 
dian meal, vegetables, bread and wine, 
seldom indulging in the luxury of meat. 
He asks for nothing more than to own 
land enough to enable him to maintain 
his family and lay something aside 
every year. The enormous sums saved 
by the French rural population may be 
estimated from the way the contribu- 
tions poured in at the call of the gov- 
ernment, when the heavy indemnity 
was to be paid to Germany, after the 
war of 1870. In the recent protracted 
commercial depression of Europe, Ger- 
many has suffered severely, while 
France has felt it scarcely at all. One 
would hastily suppose that the recep- 
tion of such a large sum of money 
would have enriched Germany and im- 
poverished France, whereas the result 
has been precisely the contrary. 

In England the effects of the current 
depression are most marked to the ob 
server. Strikes and lockouts are the 



I order of the day. The English work- 
ingman calls it “pluck;’’ but that hap- 
. pens to be something without an in- 
fluence in the labor market. The lead- 
ing object of trades unions is to resist 
reduction in wages, which has always 
proved to be but a blind purpose. 
Rather than compromise with his em- 
ployer, the workingman of Great Britain 
will emigrate. From our consular re- 
ports we find that the wages paid to 
mechanics in New York and Chicago 
and Boston are nearly twice the average 
wages of mechanics throughout Eng- 
land ; while the prices of the necessa- 
ries of life are to-day lower in those 
cities than anywhere in the United 
Kingdom. 

The English workingman, however, 
refuses to live on the food that satisfies 
the workingman of the continent, and 
in consequence he is less frugal and 
saves less, thinking but little of the 
future, a. id for that very reason being 
unable to stand any reduction of wages. 
The conclusions drawn from these con- 
sular reports at the State Department 
are “that more misery is caused by 
strong drink in many countries in 
Europe than by dull times, and that 
more misery is caused by strikes even 
than by strong drink ; that some of the 
happiest working people in Europe may 
be said to be those whose wages are 
least, and some of the unhappiest may 
be classed among those whose wages 
are highest ; the former resulting from 
temperance and frugality, the latter 
from strong drink and strikes.” Butin 
any view, this country is the paradise for 
the man who is willing to labor and be 
content with the fruit of his toil. — Mas- 
sachusetts Ploughman. 

Sheep Dogs. — .An energetic effort is 
being made to improve the grade of 
sheep dogs in the North of England, 
where they are so generally used by 
the shepherds on the hills and fells on 
which sheep are kept. Up to twelve 
months ago the breed of dogs, as a rule, 
had greatly degenerated, though the 
animals, most of which were cross- 
breeds, were remarkably well trained. 

An organization with the object of 
improving the breed of the collies was 
initiated by the Earl of Bective last 
year but one. Previously, Mr. Bridson, 
of Windermere, had given prizes in his 
district for the best-bred workers, and 
for a time he was joined by Earl Bec- 
tive and Lord Lonsdale. This effort 
having but limited results, and confer- 
ring benefits in a comparatively narrow 
area. Lord Bective communicated with 
the noblemen and the leading gentle- 
men of North Lancashire, Westmore- 
land, Cumberland, and the West Riding 
of Yorkshire, and they very generous- 
ly and promptly consented to form part 
of the organization, and to assist the 
object as far as possible. It was de- 
cided to give substantial prizes, and to 
hold the trial of the dogs alternately in 
the four counties. 

The trial of the collies consists in 
their being sent up a fell to fetch a 
drove of the fleetest and wildest sheep 
that can be got to a pen at the bottom 
of the fell, at which the shepherd 
stands shouting his directions to the 
dogs. The sagacity of the dogs is 
severely tested by the planting of cer- 
tain flag posts on the breast of the fell 
round which the dogs have to bring the 
flock. 

•A trial has just taken place near Kes- 
wick, Cumberland, in the presence ot 
Lord and Lady Bective and an influen 
tial company. Some of the dogs 
proved wonderfully sagacious, and 
seemed to know every word that was 
said to them. The organization is ef- 
fecting an e.xcellent purpose, the breed 
of the dogs already being much im- 
proved. — London Farmer. 



A GOLD MINE IN A COW. ^ • 

One Of the remarkable COWS on rec- lOP F2nriHGrS! 

ord is the “Tenth Duchess of Airdrie,” I The following books will be sent by 
owned by the Hon. Matt. Cochran, !,,„ t / 

which has just given birth to her ninth ' . Journal to any ad- 

calf, a red heifer to be named the : <^tress, postpaid, upon receipt of price : 



Eighth Duchess of Hillhurst,” by the 
Duke of Oneida. Of the Tenth Duch- 
ess and her daughter calves, Mr. Coch- 
ren has sold the following animals at 
the prices named : 

In the winter of 1875 f^e bull calf 
4th Duke of Hillhurst, at $7,000; at 
public auction in Toronto, June i6, 
1875, the bull calf 5th Duke of Hill- 
hurst two months old, at $8,000, and the 
heifer .Airdie Duchess 5th, eight months 
old, $18,000; at auction sale at Toron- 
to, June 14, 1876, the cow .Airdrie 
Duchgss 2d, at $21,000, and the heifer 
Airdrie Duchess 3d, at $23,600; in .Au- 
gust, 1877, privately, the heifer 6th 
Duchess of Hillhurst, $12,000; and at 
public sale at Bowness, Windermere, 
England, September 4, 1877, the 
heifers 3d Duchess and 5th Duchess of 
Hillhurst, at 4, 100 and 4,300 guineas 
each, or $20,500 and $21,500 respec- 
tively ; making a total of $131,000 for 
eight animals sold. He has still in his 
possession, besides the loth Duchess, 
.Airdrie Duchess 4th, 7th Duke and 7th 
and 8th DucJiess of Hillhurst, five ani- 
mals, and has lost four animals by death. 

The above result has perhaps never 
been equaled by any one animal at the 
same age. In December, 1875, 
of $25,000 for the loth Duchess was re- 
fused, and the same for her daughter, 
.Airdrie Duchess 4th. Since then the 
old cow has brought three heifers and 
one bull; two of the heifers have been 
sold for $33,500, and there still remains 
the bull and the heifer just dropped, be- 
sides the dam, who will probably breed 
a number of calves yet. — Novia Scotia 
Journal oj Agriculture. 



Guess if You Can. — Which State 
has the largest wheat crop this year ? 
Minnesota ? California ? Kansas ? Iowa ? 
Illinois? Wisconsin? Nebraska? No. 
According to the returns so far received 
Indiana, a State with only 34,000 miles 
of territory, leads all the rest in the 
amount of her wheat crop this year. 
.Astounding as the figures may seem, 
Indianaactually claims 55,000,000 bush- 
els of wheat as her crop this year. If 
the theories of physico-metaphysical 
philosophers be correct, it is but right 
that Indiana should lead in the produc- 
tion of wheat; for as her State consti- 
tution is confessedly the most perfect 
in the Union, so she should raise most 
of the brain nourisher, wheat. — Michi- 
gan Farmer. 

.A Maine political speaker mentioned 
somebody as a Shylock, and an auditor 
asked who Shylock was. “If you don’t 
know,” the orator scornfully replied, 
“ you’d better go home and read your 
Bible.” 

^ A NEW spark arrester has been in- 
vented, which will be good news to 
many parents, who would like very 
much to have some of the sparks ar- 
rested that are hanging around their 
premises. 



Couldn’t Stop Her. — The gates at 
the passenger depots which shut out all 
people not having tickets for the trains 
were yesterday closed at the Union de- 
pot against an elderly woman wearing 
spectacles and using an umbrella for a 
cane. 

“Can’t pass without a ticket,” said 
the man at the gate as she came up. 

“I want to see if there’s anybody on 
that train going to Port Huron,” she 
answered. 

“Can’t pass without a ticket, madam.” 

“I’ve got a darter in Port Huron, I 
have.” 

“Can’t help it, please. My orders 
are very strict.” 

“ I tell you, I want to send word to 
my darter !” she exclaimed, adjusting 
her spectacles for a better yiew of the 
official. 

“Yes, but we can’f help that, you 
see. Please show your ticket.” 

“I want this ere railroad to under- 
stand that I’ve got a darter in Port 
Huron, and she’s got a baby four 
weeks old, and I’m going to send her 
up word in spite of all the gates in this 
depot.” 

“ Please show your ticket, madam.” 

“ I tell you once more — ” 

“ Please show your ticket, madam,” 

She gave the old umbrella a whirl 
and brought it down on his head with 
all the vim of an old-fashioned log-rai.s- 
ing, and as he staggered aside she pass- 
ed him and said : 

“There’s my ticket, sir, and I've got 
more behind it ! Mebbe one man and 
a gate can stop me from sending word 
to my darter to grease the baby’s nose 
with mutton taller if the weather 
changes cold, but I don’t believe it ! ” 

And she walked down to the train, 
found some one going to Port Huron, 
and came back carelessly humming the 
melody of the “ Three Blind Mice.” — 
Detroit Free Press. 



Farm and Garden. 

.Allen’s (R. L. & L. F.) New American 

Farm Book 52 50 

.Allen’s (R. L.) American Farm Book.... i 50 

Ballet’s Grafting and Budding i 75 

Barnard’s Farming by Inches 38 

Barnard’s Gardening for Money i 50 

Barnard’s My Ten Rod Farm 38 

Barnard’s Strawberry Garden 38 

Barry’s Fruit Garden 2 50 

Brackett’s Farm Talk. Paper, 50c ; cloth 75 
Brill’s Farm Gardening and Seed Grow- 
ing I <X 5 

Broom Corn and Brooms. Paper, 50c ; 

cloth 75 

Bu'ist’s Family Kitchen Gardener 1 00 

Cobbett’s American Gardener ’ 75 

Emerson’s Farmers' and Planters’ Ency- 
clopedia 6 00 

Enfield’s Indian Corn i cxi 

Farming for Boys I 50 

Flax Culture. (Seven Prize Essays by 

practical growers ) 30 

French’s Farm Drainage 1 50 

Gregory on Cabbages 30 

Gregory on Carrots, Mangold Wurtzels, 

etc 30 

Gregory on Onion Raising 30 

Gregory on Squashes 30 

Hand Book of the Grasses of Great Brit- 
ain and American i 50 

Harlan’s Farming with Green Manures.. 50 

Henderson’s Gardening for Pleasure i 50 

Henderson’s Gardening for Profit ;.. I 50 

Hop Culture. By nine experienced cul- 
tivators 30 

Howard’s Grasses and Forage Pbnts at 

the South 30 

How to get a Farm and where to find one i 00 

Johnson’s How Crops Feed 2 00 

Johnson’s How Crops Grow 2 00 

Klippart's Land Drainage i 75 

75 
50 
25 

20 



How Pickles are Made. — The 
small cucumbers are gathered and 
washed, and then sprinkled with salt 
upon a bench or upon trays in a proper 
workshop. .After twenty-four hours 
draining they are put into barrels with 
strong brine, and some dry salt is added. 
These barrels are kept in a cool place 
until the cucumbers are to be pickled 
in vinegar. They are then dipped out 
of the brine, rinsed, and either bottled 
or kept in barrels with pure cider vine- 
gar. The cheap acid or whisky vine- 
gars soon soften and destroy the pickles. 
Spice is added to suit the flavor, and in 
many factories the pickles are arranged, 
for the sake of appearance, with red 
peppers, slices of carrot, onions or to- 
matoes, around the sides of the bottles. 



.A COLORED orator in Providence, R. 
I., claimed for the negroes the posses- 
sion of more intelligence than can be 
found in any other people of equal ig- 
norance. 



Too MUCH regard can not be given to the 
tact that Dr. Bull’s Baltimore pills have no 
superior as a family medicine. For head- 
ache, flatulency, dyspepsia, liver and blood 
diseases, nervousness, etc., they stand unex- 
celled. Price 25 cents. 



Klippart’s Wheat Plant I 

Loring's Farm Yard Club of Jotham 3 

Nichol’s Chemistry of the Farm and Sea. 1 
Onions — How to raise them Profitably... 

Our Farm of Four Acres. Paper, 30c ; 

cloth 60 

Potato Culture. (Prize Essay) 25 

Quinn’s Money in the Garden i 50 

Register of Rural Affairs; bound, 8 vols., 

each 1 50 

Register of Rural Affairs (1879) 30 

Riley's Potato Pests. Paper, 50c ; cloth 75 

Roe’s Manual on the Culture of Small 

Fruits 50 

Roe’s Play and Profit in my Garden I 50 

Schenck’s Gardener's Text Book 75 

Stewart’s Irrigation for the Farm, Gar- 
den, and Orchard 1 50 

Ten Acres Enough i 00 

Thomas’ Farm Implements and .Vlachin- 

ery i 50 

Tim Bunker Papers; or, Yankee Farming i 50 
Tobacco Culture. By fourteen experienc 

ed cultivators 25 

Todd's Young Farmers’ Manual. 3 vols. 4 50 

Ville’s High Farming Without .Manures.. 25 

Waring’s Farmers' Vacation 3 00 

Waring’s Handy Book of Husbandry, 

8vo edition 2 50 

While’s Gardening for the South 2 00 

Fruits and Flowers. 

American P.ose Culturist $0 30 

American Weeds and Useful Plants i 75 

Barnard’s A Simple Flower Garden 38 

Breck’s New Book of Flowers i 75 

Buel’s Cider Maker’s Manual i 50 

Buist’s Flower Garden Directory i 50 

Chorlton’s Grape Grower’s Guide 75 

Cole’s American P'ruit Book 75 

Culver’s Fruit Preserver’s .Manual 25 

Downing’s Fruits and Fruit Trees of 

America. New edition 5 00 

Eastwood on Cranberry 75 

Elliott’s Hand Book for Fruit Growers. 

Paper, 60c; cloth i 00 

Field’s Pear Culture i 25 

Fuller’s Grape Culturist i 50 

Fuller s Illustrated Strawberry Culturist. 20 

Fuller’s Small Fruit Culturist i 50 

Fulton’s Peach Culture i 50 

Henderson's Practical Floriculture. New 

and enlarged edition i 50 

Hooper’s Western Fruit Book i 00 

Husmann’s Grapes and Wine i 00 

Johnson's Winter Greeneries at Home... i 00 

Mohr on the Grape Vine i 00 

•My Vineyard at Lakeview i 25 

Pardee on Strawberry Culture 75 

Parsons on the Rose i 50 

Phin's Open Air Grape Culture i 00 

Quinn’s Pear Culture for Profit 1 00 

Rivers’ Miniature P'ruit Garden i 00 

Robinson’s Ferns in their Homes and 

Ours ; I 50 

The Thomery System of Grape Culture. 30 

Thomas’ American Fruit Culturist. New 

edition 

Vick’s Flower and Vegetable Garden. 

Paper, 50c; cloth i 00 

White's Cranberry Culture i 25 

Horses. 

Bauener's New Method of Horsemanship 1 00 

Bruce’s Stud Book. 3 vols 30 00 

Cole’s American Veterinarian 75 

Coleman on Pathological Horse .Shoeing 2 00 
Dadd’s Modern Horse Doctor. i2mo... ■ -- 
Dadd’s American Reformed Horse Book. 

8vo, cloth 2 

Delisser’s Horseman’s Guide. Boards, 

75c; cloth I 00 

Durant’s Horseback Riding from a Medi- 
cal Point of View 1 25 

Dwyer’s Horse Book 200 

Every Horse Owner's Cyclopasdia 3 75 

Famous American Race Horses 75 

Famous American Trotting Horses 75 

Famous Horses of America i 50 

Flower’s Bits and Bearing Reins 50 

Frank Forester’s Horse of America, 8vo. 

2 vols 5 00 

Going’s Veterinary Dictionary 2 00 

Helm’s American Roadster 5 00 

Herbert’s Hints to Horse Keepers i 75 

Hints and Helps to Horsemen 50 

Horses and Hounds 80 

Jennings’ Horse Training Made Easy... i 25 
Jennings on the Horse and his Diseases, i 75 

Law’s Farmers’ Veterinary Adviser 3 00 

.Mayhew’s Illustrated Horse Doctor 3 00 

Mayhew’s Illustrated Horse .Manage- 
ment 3 00 

McClure’s American Gentleman’s Stable 
Guide 1 00 



Horse’s Foot 75 



5* 



Miles on the 
Percheron Horse. 

Rarey and Knowlson’s Complete Horse 

Tamer 

Riley on the Mule i 50 

Simpson’s Horse Portraiture 2 00 

Stewart’s .American Farmer's Horse 

Field. English edition, 8vo .' 3 50 

Stonehenge on the Horse in Stable and 

Field. American edition, 121110 2 00 

Wallace’s .\merican Stud Book. Vol. 1..10 00 
Wallace s .\merican Trotting Register. 

Vols. I and 2 20 00 

WoodrufiPs Trotting Horse of America.. 2 50 

Youatt and Skinner on the Horse 2 00 

Youatt and .Spooner on the Horse i 50 

Cattle, Sheep, and Swine. 

Allen’s(L. F.) .American Cattle $2 50 

Allens (K. L.) Diseases of Domestic 

Animals j qq 

Clok's Diseases of Sheep i 25 

Coburn’s Swine Husbandry j 73 

Dadd’s American Cattle Doctor; i2mo.. 1 50 
Dadd’s American Cattle Doctor; 8vo 

cloth _ 2 

Fleming’s Veterinary Obstetrics"!!..'.".’.’.” 6 

Food from the Far West i 

Guenon on Milch Cows 

Harrison the Pig ’ i 

Jennings on Cattle and their Diseases... i 
Jennings on Sheep, Swine and Poultry.. 
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75 
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Jersey, Alderney, and Guernsey Cow..... i 30 

.McClure’s Diseases of the .‘\merican 

Horse, Cattle and Sheep 2 00 

Quincy (Hon. Josiah) on Soiling Cattle! i 20 
X andall’s Fine Wool Sheep Husbandry, i 00 
Randall’s Practical Shepherd 2 00 

Randall’s Sheep Husbandry....'.'..'...'......! i 30 

Stewart’s Shepherd’s Manual. (Newaiid ^ 

enlarged edition) , „ 

Reasor on the Hog ’ , 

50 

00 



I 50 

50 



Sidney on the Pig 

Thompson s Food of Animals ^ 

Waring’s Essay on Jersey Cattle !! ' 30 

Youatt and Martin on Catile i 30 

Youatt and Martin on the Hog !!!! i ^ 

Youatt on Sheep j 

Poultry. 

Burnham's New Poultry Book $2 00 

Corbett’s Poultry Yard and Market. Pa- 

per, 50c ; cloth 75 

Felch’s Amateur’s .Manual of Poultry... 75 

Geyelin’s Poultry Breeding 1 25. 

Lewis’ Practical Poultry Book i 30 

Miner’s Domestic Poultry Book i 00 

.Saunders’ Domestic Poultry. Paper, 40c; 

cloth ’ 

.Standard of Excellence in 
Stoddard’s An Egg Farm. Paper, 50c ; 

cloth ] 

Tegetmeier’s Poultry Book ! g ^ 

Wright’s Brahma Fowl 2 

Wright’s Illustrated Book of Poultry. 

Cloth, $12.50; half morocco 17 30 

Wright’s Practical Poultry Keeper 2 00 

Miscellaneous. 

Amateur Trapper and Trap .Makers’ 

Guide. Paper, 50c; boards |o 

American Bird Fancier 

American Ornithology (Wilson and Bon” 
aparte) 

Bailey’s Our Own Birds of the United 

States 

Barber’s Crack Shot. 

Batty's How to Hunt and Trap i 

Bement’s Rabbit Fancier 

Bogardus’ Field, Cover, and Trap Shoob 
ing. New edition. 

Bommer’s Method of .Making Manures... 

Book of Household Pets. Pap., 50c; cloth 

Bousdngault's Rural Economy 1 ^ 

Brown’s Taxidermist’s Manual i 

Bruckner s .\merican Manures i 

Butler on the Dog 2 

Caldwell’s .\gricultural Chemical Analy- 
sis 

Canary Birds. Paper 50c ; cloth 75 

Cooked and Cooking Food for Domestic 

.\nimals 

Cooking Manual (Miss luliet Corson)... 
Cooking School Text Book and House- 
keeper’s Guide (Miss Juliet Corson)... 

Cook’s .Manual of the Apiary i 

Dana’s Muck Manual 

Dead Shot ; or, Sportman’s Complete 

Guide 

Dogs, Scale of Points in Judging 50 

Downing’s Rural Essays 3 

Eggleston’s Hoosier School Master i 

Eggleston’s .Mystery of Metropolisville .. i 
Lggleston s (Geo. C. ) A Man of Honor., i 

Elliott’s Lawn and Shade Trees i 

Frank Forester’s American Game in its 

Season 

Frank Forester's Field Sports. 2 vols .. 

Frank Forester’s Fish and Fishing 2 

Frank Forester’s .Manual for Young 

Sportsmen; 8vo 2 

Fuller's Forest Tree Culturist 1 

Fur, Fin, and Feather. 

Gardner’s Hou' to Plant i 00 

Grant's Beet Root .Sugar i 

Gun, Rod, and Saddle i 

Harris Insects Injurious to Vegetation. 

Plain, $4; colored engravings 6 50 

Harris’ Talks on .Manures i 30 

Hazard’s Butter and Butter Making 25 

Hemsley’s Hardy Trees, Shrubs and 

Plants 7 30 

Holden’s Book of Birds. Pap , 25c; cloth 50 

Holly’s Art of Saw Filing 73 

Home Cook Book j 30 

Hooper’s Dog and Gun. Pap., 30c; cloth 60 

Hoopcs’ Book of Evergreens 3 00 

How I made $350 a Year by my Bees... 25 

How to Make Candy 30 

How to Use the Pistol 30 

Hunter and Trapper i 00 

Johnson's Peat and its Uses i 25 

Johnston's Agricultural Chemistry i 75 

Johnston’s Elements of Agricultural 

Chemistry i 30 

King’s Beekeepers’ Text Book. Pap. 75c; 

cloth I 00 

Langstroth on the Honey Bee 2 00 

Lyman’s Cotton Culture i 50 

Maynard’s Naturalist’s Guide 2 00 

Minot’s Land and Game Birds of New 

England* 3 00 

Mrs. Cornelius’ Young Housekeeper’s 

Friend i 30 

Norris’ American Angler 5 50 

Norris’ .\merican Fish Culture i 75 

Norton’s Scientific .\gricullure 75 

Packard’s Half-hours with Insects 2 50 

Packard’s Our Common Insects i 50 

Pedder’s Land Measurer 60 

Porter on the Sugar Cane 4 30 

Pretty Mrs. Gaston (J. Esten Cooke) i 50 

Quinby’s .Mysteries of Bee-Keeping i 50 

Richardson on the Dog. Paper,30c; cloth 60 
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PARAGRAPHIC ODDITIES. 

Companions in arms : Twins. 

Best age for sailors : Salvage. 

.\ USEFUL thing in the long run — 
breath. 

The first thing a man takes in his 
life is his milk ; the last is his bier. 

Men are frequently like tea — the real 
strength and goodness are not properly 
drawn out until they have been in hot 
water. 

“ Put no fulsome compliments on 
my tombstone,” said Grandfather Dun- 
shudder this morning; ‘ don’t give 
me any epi-taphy.” 

Atmospheric air is so heavy that its 
weight upon the body is fifteen pounds 
»o the square inch. People can under- 
stand now why it is so hard to raise the 
wind. 

An Irishman who had on a very rag- 
ged coat was asked of what stuff it was 
miade. “Bedad ! I don’t know,” says 
he, “I think the most of it is made of 
fresh air.” 

“ WoMA.N is a delusion,” said a crus- 
ty old bachelor in our sanctum recently. 
Snodgrass retorted, “Well, man is 
always hugging some delusion or other. ” 

“ Mr. Jones, you must come into my 
room soon and see my lovely baby,” 
said a fond mother to a fellow lodger. 
“ Thank you, I heard him all last night,” 
was the equivocal reply. 

A STORY is told of a clergyman in a 
Massachusetts town who forgot his 
notes on a Sabbath morning, and as it 
was too late to send for them, he said 
to his audience, by way of apology, 
that this morning he should have to 
depend upon the Lord tor what he 
might say, but in the afternoon he 
would come better prepared. 

“What made you quit the East?” 
said a man in Nevada to a new comer. 
“I got into trouble by marrying two 
wives,” was the response. “Well,” said 
the other, “I came out here because I 
got into trouble by marrying only one 
wife.” “.\nd I,” added a bystander, 
“came here because I got into trouble 
simply by promising to marry one.” 

New ifork World. 

THE COMMERCIAL FERTILIZERS. 

To apply or not to apply commercial 
fertilizers is one of the important ques- 
tions of the day among farmers of our 
older States who appreciate the neces- 
sity of immediate action in the restora- 
tion of their lands, and who can not 
command farm yard manure in suffic- 
ient quantity to accomplish this. In 
many portions of the South, especially 
east of the Mississippi valley and in 
the Eastern States, artificial manures 
have been experimented with to a con- 
siderable extent. Reports from equally 
trustworthy sources ai'e widely diverse 
as to results. One man has tried Peru- 
vian guano, for instance, failed to re- 
ceive any benefits therefrom, and natur- 
ally condemned it; another doubles his 
crop with its assurance, and therefore 
extols it. Thus opinions vary all the 
way through the list. 

The difference of opinion is due 
sometimes to the adulteration of the 
materials employed, but largely to 
drawing conclusions without consider- 
ing all sides of the subject, and simply 
proves the imperative necessity of ex- 
ercising common sense both in the se- 
lection and application of the fertilizers. 
To start with, the difference in soils 
should be remembered. Lands vary 
widely in their capacities for supplying 
crops with food, and consequently in 
their demand for fertilizers. Some 
soils will bring good results for the fer- 
tilizers given them ; others, unless pre- 
viously prepared by tillage, drainage, 
irrigation, etc., will not. The only cor- 
rect way is t» ascertain by careful ob- 
servation and experiments what a soil 
wants, and then supply it. The provi- 
dent farmer, when he is in doubt in 
this matter, cultivates the bulk of his 
crops under the most approved of old 
methods, testing in a small way as many 
new practices as possible until such 
time as he feels confident he has found 
what suits his special requirements. 

The results of the experience of those 
who have gone over the same ground 
in advance is not only of interest, but, 
judiciously considered and applied, 
may be of great benefit to a novice 
m the use of commercial fertilizers. 
The American farmer gains a hint, at 
least, toward the right direction when 
he learns that by far the largest quan- 
tity of all manufactured manures in 
England is applied for root crops. 
There are many districts where turnips 
and Swedes are grown with no other 
manure than mineral superphosphate, 
at the rate of three or four hundred 
w’eight per acre. 

On cold, clay soils, in a fair agricul- 
tural condition, according to Dr.Voelc- 
ker, three hundred weight of a mineral 
superphosphate, containing on an aver- 
age 21 to 25 per cent, of soluble phos- 
phate of lime, will produce at least as 
heavy a crop of Swedes and turnips as 
manure containing, in addition to solu- 
ble phosphate of lime, ammonia or ni- 



On light land, how- 
ever, says the same authority, the use 
of purely phosphatic manure can not be 
relied upon for producing a good crop 
of roots. On such land artificial ma- 
nures are seldom used alone, but gener- 
ally in conjunction with a dressing of 
barn yard manure. 

j Dissolved bones, Peruvian guano, or 
I compound artificial manures containing 
I from 2 to 3 per cent, of ammonia, are 
I preferred to mineral superphospate as a 
I manure for root crops on high land and 
I on loamy soils out of condition, by 
English' cultivators. Nitrate of soda 
has been used of late years in England 
with considerable advantage in addition 
to dissolved bones, or a mixture of su- 
perphosphate and guano and some salt 
as a mixture for mangolds. 

THE INCREASE OF STEERS ON 
PASTURES. 

One of our subscribers wishes to 
know what a steer weighing 750 lbs 
should gain on good pasture from April 
I to November i — that is, during the 
full grazing season. Like all farm ques- 
tions, there are many conditions to be 
taken into consideration in answering 
this question. The character of the 
pasture will vary much between a Ver- 
mont hillside and a Kentucky bluegrass 
plain. A wet, cold season may be con- 
trasted with a hot, dry one, the happy 
medium being, of course, better than 
either. 

.■\gain, the steer himself will cut a 
considerable figure in the point of 
profits. .\ scrub steer raised in a half 
or three-quarters starved condition from 
calfhood will not fatten with half the 
ease of a grade or full blood Shorthorn 
that was never allowed to lose his calf 
fat. 

It is in the selection and combina- 
tion of these points that make the suo 
cessful grazier. A steer at three years 
of age that weighs only 750 lbs must be 
only an average native in quality, and 
on average pasture, with an average 
season, that would not take on three 
hundred pounds. In going to market 
a long way he might lose fifty pounds 
of this in “drift.” Shorthorn grades 
often take on five or six hundred 
pounds in the same time under favor- 
able conditions . — American Dairyman. 

HOW MANY SHEEP TO THE ACRE.> 

Mr. B. F. Magee, in an able address 
before’ the Indiana Sheep Growers’ .“Vs- 
sociation, in speaking of pasturing 
sheep, says: “There is one thing 
about pasturing sheep that has been 
overlooked, viz., the damage done to 
the grass by being run over by the 
flock. While I believe one acre of gfwd 
grass would keep five, or may be eight, 
sheep well, I do not believe too acres 
would keep 500 sheep. Five sheep 
would probably do but little damage to 
one acre, even though they were con- 
fined to it ; they would make but few 
tracks over it in a day, and would 
easily find fresh grass each day. 

But suppose we put 500 sheep in a 
loo-acre lot, if each five sheep would 
confine themselves to their own particu- 
lar acre they probably would do well in 
s immer. But they will not do this, 
and right here is where theory and 
practice part company. Our five sheep 
start out to graze, and the 495 go along 
with them. Now a sheep is a dainty 
creature, and likes clean food. So the 
hindermost part of the flock keep push- 
ing ahead, paying little or no attention 
to what has been already run over, and 
being in each other’s way, each would 
go over ten times as much ground, be- 
fore it is filled, as it ought. And hav- 
ing so much more work to get its food, 
it does not do so well as one that can 
satisfy itself with little or no exertion. 
Going over the trail too frequently, 
and picking about dung and urine for 
grass, is doubtless what makes large 
flocks so liable to disease. 




Manufactured by the greatest makers^ 

Steinway*, Chickcring, Gabler, Kurtzxnann, 
Mason & Hamlin, 

Smith American Organ o., and others, 

at prices LOWER THAN' EVER at the newly en* 
larged warcrooms of their 

Sole Wholesale Agent, 

I>. P. FAULDS, 1 <55 Fourtli Street. 

fiiS^Purchasers should see them before buying else- 
where. 




IMPROVED HOOSIER GRAIN DRILLS 

With and Without Fertilizer Attachment 

.-Vii Iiiiprovi'd Ho«‘, open at the 
Heel, and a new devise lor distrib- 
uting: Fertilizers. 

Puroliasers will find it to their 
interest to call and examine the 
HOOSIKIJ, or send for ilisoriptive 
eircnlar. 

HEWETT, FIELD & CO. 

AGENTS. 

XjOTJTSVXXiXjE, KlY. 




‘•It fe**U like n l»all of lire rolling up and down 
the chest,” is a common expression among sufferers 
from indigestion. Then use 

Tarrant’s Seltzer Aperient, 

get the system into a healthy condition, so that the di- 
gestive organs can do their legitimate work, and you 
won’t be troubled after eating. Dyspepsia is the fruit* 
ful mother of many sad diseases resulting from the 
torpid condition of the stomach, and this aperient car- 
ries off easily and pleasantly the cause, and this cures 
the disease. 

SOLD BY ALL DRUGGISTS. 40-21 



OHIO & MISSISSIPPI RAILWAY. 

Leave Arrive at 

Louisville. Destination 

Cincinnati and East 7:00 a. m. 12:05 ^ 

Cincinnati and East. ...4:00?. M. 8:30 p. M 

St. Louis and West 7:00 a. m. 8:40 p. m 

St. Louis and West 7:05 p. m. 7:00 A. m 

^"Close connections made for all points East and 
West at Cincinnati and St. Loui.s. 

»^rhrough Parlor Cars free to Cincinnati, and 
through passenger coach ;s to St- Louis, without 
change. 

he only line which offers such inducements, 

C. S. CONE, Jr , 

General Passenger Agent, St. Louis. 

C. B. CHAPMAN, 
Southern Passengei Agent, 
Office Southeast corner of Fourth and .Main Streets, 
LOUISVILLE. 
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iirt'iht and Bost Medicine OTPrmaae.l 

■‘.combination of llnpa* Ittirhu. Mnndmkcl 
i'ui Dum'tdion. with all the best and most cura-| 



iv. 



nropertlca fif all other Hitters makes the great -| 
-idi 




Aliove cut .shows the Axle of the 
“.T.VCKSON” Farm Wasoii, with 
tlie Trii.ss or strciia:tlici»iiis-roil at- 
taclimeiit. Witli this rtitl cacli Axle 
is more tliaii (loiihleil in streii^tli. 
Get a .Jackson wa;roii anti ytni will 
never be troiihled witli lireakages. 

I’rioes, ineliitling: spring seat anil 
Fatent lirake : 

2 ;j-4 iiuh .f72 00 

inch - 7o oo 

;fl-4ineli- ... - - - 7S OO 

:t 1 -2 inch So OO 

HEWETT, FIELD & CO. 

SOLE AGENT. 9 , 

LOUISVILLE, KY. 

FIAFIE CHANCE 

To Mak^Money! 

One-half interest in the BEST PAYING BUSINESS 
in the World. 

Oae Mile and a half from Franklin, Ky., on 
the Springfield Road, is the Well Known 
CAVE SPRING STOCK FARM. 

It contains about 450 acres of good timber and tillable 
land, producing good crops of wheat, corn, oats, etc.; 
splendid for grass. 

On the place is a good mile track, and ail necessary 
stables, lots, etc., and plenty of water. Everything 
required about a Breeding and Training Es> 
tablishment. It is well stocked with Thorough- 
bred Mares, and good brood mares with Trotting 
Crosses. 

1 will sell one-half interest in the land, stock, and 
farming implements to a good and reliable business 
man, and we will continue the business of breeding 
and training stock. 

I can offer a good partner a bargain, as my business 
will not permit me to give to my farm the attention it 
needs. 1 have some 500 or 6m acres of other lands 
which I will sell cheap. For further particulars address 

V. S. HOISSKAU, 

Careof BOISSEAU HOUSE, 

FRANKLIN, KZ. 

KOSlIIfElli 



t HInod Piirifior. liivrr Krffiilntor»aDd 
{and Health llcsturlng Agent ou earth. 

1 No dl'oase Drill h«'alth can posslhlv long otlst| 
•jwVre lif»p Hitti'rs arc used, so varied a 
^are ilieir operations. 

They give new tifh sad vt^or fo the ajred aad laflnn. 

To all whose employinrnis cause Im-gularlty ofl 
• In* ImiwcIs or urinary organs, or who ruiiulre an Ap | 
Tonicand mild stimulant. Hop Hitters arc| 
invamahle wiihuiit iutoxii-nting. 

! Xomaiterwhatyour ferlh -s or symptons are I 
wliatlhe disease or ailmeiit Is. use Hop Hitters i 
Don't wait until you are sick, hut If you only foeli 
!|h.id or miserable, use the Hitters at once. U mnyf 
5 >avo your life. It has saved hundreds. r 

*5 ^"00 win be paid fora case they will not euro o> 
l>o not Slitter nor let your friends suffer, but 
' .ise and urgcatin III to use Hop Hitters. 

I llememher. Hop HI tt era la no vile, drugged, dnink- 
jon nostrum, but the Purest and Best Medicine ev«-t 
];nade;ihp ••Tnvnlidff FvlemI nn«l Hope.** and 
•no per»oa or family should be without t hem. 

some thin dny, 

Hop Coron Cvus Is the sweetest, safest and best 
Ask fhlldren. 

[One Hop Pap for Ftomach. Liver and Kidneys Is 
•oprrior t o all others. A t»k Druggists, 
n. I. C. Is an ahsoUite and Irreatatahlo cure for 
.OruBkcnocss, use of opium, tobacco a:ul narcotics. 
"^U»otdbydn>i:^U» IIopDttten Mf?.Co. RMbekUr, I' 

&-nil for Circular. 



THE GREAT ENGLISH REMEDY 

Gray’s Specific Medicine 

TRADE MARK. Is especially 

mended as an unfail- 
ing cure for Seminal 
Weaknesses, Sperm- 
atorrhea. Impotency 
and all diseases that 
follow as a sequence 
on self abuse, as loss 
of memory, univer- 
sal lastitude, pain in 

Before Taking''?'. dim"'** of Takine. 

^vision, premature o 

old age, and many other diseases that lead to Insanity, 
Consumption and a Premature Grave, all of which, as 
a rule, are 6rst caused by deviating ftwii^the path of 
nature and over indulgence. The Specific Medicine is 
the result of a life study and many yearsof experience 
in treating these special diseas^. 

Full particulars in our pampnicts, which we desire 
to send free by mail to every one. 

The Specific Medicine is sold by all druggists at $i 
per package^ or six packages for $5, or will be sent by 
mail on receipt of the money by adaressing 

THE GRAY MEDICINE CO., 

No. 10 Mechanic’s Block, Detroit, Mich. 
»*Sold in Louisville by all druggists. 

ARTHUR PETER A CO., Wholesale Ag’ts. 

jan9iy 






RYKES’BEARD elixir 

ara r»Mi » p«iiil.» f«Mh 

<Vma lu It vwta Ilk* BiAtiA aad ■— at rk(W. N* 

W«M. L.L. SMITH 

aC».e*bA('t«PalawM.lU, 



This remark-able 
medicine will cure 



KENDALL'S 

■spavins, Si>lini, Curb, ( .dlous, etc., or any enlarge- 
ment. AND WIC.L RE.MOVKTHE BUNCH WITH- 

SPAVIN 



OUT BLISTERING 
causing a sore. No remedy 
ever discovered equals it for certainty of action in 
stop ping the l ame ness and removing the bunch. Price 
Send for circular giving POSl- 
\j\J KXi TIVE PROOF. Sold by J. W. 
M( IRRILI. & N <),, 315 Main street, Louisville, Ky., 
or sent to any address by the inventor, B. J. Kendall, 
M. D„ Enosburgh Falls, Vt. i5 Cow-iyr 




36-cowi3t. 



THE VICTORY 

CORN MILL! 

The Victory Corn Mill 
will grind corn meal coarse 
or fine, shelled or on the cob. 
Sell Sharpening Plates. 
Made entirely of Iron and 
Steel. Very strong, duia- 
ble, and warranted in every 
respect. Capacity, 10 to 20 
bushels per hour. Send for 
circulars. Address 
THOS. UOUIORTS, 
Springfield, O. 



An interesting fact in breeding is 
mentioned by .Mr. Richardson, in his 
late work on French agriculture. He 
states that Mr. Colcombet, an intelli- 
gent Frfench farmer, set to work to 
build up a herd of white Shorthorns, 
beginning by purchasing the entire 
twenty-two volumes of the English 
herd book, and every volume of the 
French. Then, with the patience of a 
Benedictine monk, he traced back from 
generation to generation the accidents 
of color in each family. With the 
knowledge thus laboriously acquired, 
he was able to select his stock with 
such certainty that the most perfect 
success rewarded his toil. He has 
reared upward of forty calves, each 
perfectly white, without a single hair of 
red or roan appearing in any of them 
to upset his calculations or betray his 
hope. In all cases they do not possess 
uniform excellence of form, but now 
that he has established color, he will 
next give attention to quality. — £x- 
change. 

A STOWAWAY — the glutton. 




^ STOMACH 

Bitter^ 

Disea.ses, like thieves, attack the weak. Fortify 
your organization with the Bitters, and it will resist 
and baffle alike the virus of epidemics and the changes 
of temperature, which disorder the constitutions of 
the feeble. There is vitality in it. It is a pure veg- 
etable stimulant, a rare alterative and anti bilious 
medicine, and has not a harmful element among its 
many ingredients. 

For sale by all Druggists and respectable Dealers 
generally. 



{ AGENTS WANTED | ■ FOB THE 

Complete Home 

^fr4. Julia Mc.NHir W Hsht’ii New Book- 
Nothing like It Information for everj’body. The 
great l>ook of the year. Bund for deecriiJtion- com 
meudationp. and best temia. AddroM 
I J. C. McCURDY li CO., PubiL, Cincinnati, O. 

26-eewi 3t 

: J. N. ROBSON & SON, 

I COMMISSION MERCHANTS 

i 68 EAST BAY.r 

CHARLESTON, S. C. 

' Having a business experience of twenty years, and 
' confining themselves strictly to a COMMISSION 
BUSINESS, without operating on their account, 
respectfully solicit consignments o? (30*3m) 

Cotton, Flour, Corn, Wheat, Etc. 
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WANTED 



Mill Maniirartorr 

KiUbliflbed IM5t. 

Grx-la« IMills 

OP 

FREXCII BFHR ST 05 K 

Portable llillf for Farmers, 
Saw Mill Owoer*. eU^. Price 
from 9*0 up. Complete MIN 
aod SbeMer 9»$. a boj can 
grind and keep |q order. 
Adapted to any kind of aulta. 
ble|>o«er. Complete Klourlag 
and Co'u Mill yt-rr cheap. 

IT 32 D 7 ES& UASUC 27 C 0 . 

IndiaBspolls. Ind. 



Good Agent* for flr*t clast hooto- 
bold article*. Tip Top profile, 
writoatonce. World Maorg <*o , 
No. IS) Nartao St., NewYork 



39-ijt 



$77 Outfit free. 

jan 30-iyr 



a month and expenses guaranteed to agents 
^ ' SHAW & CO, 

Augusta, Maine. 



Miller’s Tick Destroyer ! 

EFFECTUALLY DESTROYS 

TICKS AND OTHER VERMIN 

OIT 

Enabling the animal to thrive and increasing 
the growth and luster of the wool. 

One Box Sufficient for Twenty Sheep. 

THE DESTROYER is a SURE CURE OP 
SCAB. 

Price b>- Express, not prepaid, 35 e-nts 
per box. Address 

FARMKUS’ HOME .JOURNAL, 
Louisville, liy. 

Ujr| I S||Crp Uurs Is guaranteed to be the 
•JLLL HUG Ln* cheapest and best in the 
world. Also notbuig can beat our SA WLNG MA- 
O' HLNI::. It saws ofl a 2.(uot log in 2 minutes. 
Pictorial books tree. W. tillJCS, CliicaKo. IlL 

3O-COW 



CONDEXSED TIME. 

Louisville &Gt. Southern 

KAILUOAO LINE. 



June 1 , 1879 . 



lQ^~^renanwOUarofDOdc.earda.namaon.}0(i. 42 Mixed eanU 
I jll«fi'i«FockctKnlfa,SSe. Automph Album 90c. GamaAu- 
tbora, l&c. Sfi Fun card* 10c. CiTatoo Bro*MCIintociTUU. CL 
38-26t'COW 



Lv Louiavillc 

*‘ Cincinnati June... 

Lebanon June 

“ Klizabethtown .... 

“ Cave City 

“ Glasgow June 

Ar Bowling Green 

Lv Bowling Green 

“ Franklin, Ky 

“ Gallatin 

Ar Nashville 

Lv Nashville 

“ Franklin, Tcnn.... 

“ Columbia 

“ Pulaski 

" Athens, Ala 

.■Vr Decatur - 

Lv Decatur 

“ Culltnan's 

“ Blount Springs 

*' Birmingham ... 

“ Calera 

“ Klmore 

Ar Montgomery .. .. 



No. 1 . ' No. 3 . 
Daily. | Daily. 



Bowling Greent - 

Russellville 

Guthrie 

Clarksville 

Erin 

Tenn. River 

Paris 

McKenitie 

Milan 

Humboldt 

Memiihi* 



11. 4u a m 
12. OA p m 
12.52 p m 
1.S5 p m 
3.12 p m 
3. ’24 p in 
4.15 p m 


12.30 a m 
1 . 15 a in 
2.10 a in 
2.47 A in 
4.14 a in 


5.00 p m 

5.15 p m 

6.15 p m 

7.00 p m 
8.50 p m 
9.f§ p m 

10.00 p ni 


5.1U a m 








0.19 p in 






6 25 i) Ml 
7.3-') p in 


7.25 a in 
8.40 a Ml 











in. Ill i> m 


12. ( 1 p in 
2.25 p m 
4.07 p in 
5.00 p m 




11.28 pm 




T2.16am 
















O'-* O’ 5* 

wa-vc ; 
5B55SI 
















7.50 a in 


No. 5. 


4.4-5 p m 

6 10 p m 

7 25 p ra 

7.57 p Ml 
9.’20pm 

9.57 ► in 
11. (>5 p in 
12.01 a ro 
I’2.55 a m 

1.30 a m 
5..3<l a m 


5.30 a m 

6.35 a m 
7.22 a m 
7. .55 a in 
9.20 a m 
9.54 a ni 
11.00 a in 
11.52 a m 

1 W p m 

1.35 p m 
5 20 p in 


10.30 p m 
12.22 a m 
1 .43 a m 
2.25 a m 
4.42 a m 
4.58 a m 
6.50 a m 
7.52 a m 
9.00 a m 
ar9.50am 



No. 67 

Daily, 

Ex.Sund 



tUaily except Sunday. 

For information about Rates and Tickets to al 
points, and Emigrant Kates to Florida. Arkansas, 
Tuxas ana Kansas, etc., address 

^ C. P. ATMORE, 

Gen. Pass, and Ticket Agt., Louisville Ky. 

Paducali&ElizabetlitownR.R.Go. 

In Ertect .Sopteinber 7, 1879. 

TRAINS OOING WEST. 

Leave Elizabethtown 8. lo am 

“ Louisville . 6.oo am 

“ Cecilia 8.30 am 

“ Nortonville 2.05 pm 

“ Princeton 3.25 pm 

Arrive Paducah 5.30 pm 

“ Hopkinsville . ■ 3.10 pm 

“ Nashville 7.15 pm 

“ Hende-son .4.10 pm 

“ Owensboro 6.30 pm 

TRAINS GOING EAST. 

Leave Paducah 9.55 am 

“ Princeton 12.08 pm 

“ Nashville 8.30 am 

“ Hopkinsville 12.22 pm 

“ Henderson ll.io am 

“ Nortonville 2.05 pm 

“ Owensboro 8.30 am 

.Arrive Cecilia 6.52 pm 

“ I.ouisville 9.20 pm 

“ Elizabethtown 7.10 pm 

Trains run daily. 

Trains make close connections between 
Louisville and Cecilia. 

A. .\NDERSON, Gen’l Manager. 
Elizabethtown, Ky. 




NEW AND STANDARD ROOKS 
w on 

ARCHITECTURE, 

AND 

AGRICULTURE, 

Sent post paid on receipt of price. 

Woodward’s Artistic Drawing Studies $ c oi 

Woodward'B Ornamenial and Fancy Alphabela 6 0« 

woodward s Country Homes l OS 

Woodward’s Cottages and Farm Houses 1 00 

Woodward’s Country and Suburban Houses... 1 00 

woodward’s Graporiea, dec loo 

Woodward’s DeBlgns for the Fret Saw fiO 

Woodward’s National Architect. Yol. One 7 60 

Woodwards National Arcbit<*ct, Vol. Two.,.. 7 60 
Wheeler's Homes f »r the People,......,.,,*,,, 2 00 

Wheeler’s Rural Homes i 60 

Copley's Standard Alphabets 3 00 

Jacques’ Manual of the House 1 00 

Monckton’s National Stair Builder 6 00 

Monckton ’a National Carpt^nier and Joiner.. .. 5 00 

Bural Church Architecture 4 00 

Hussey's National Cottage Architecture 4 00 

Cupper’s Stair Builder 2 60 

Eveleth’s School House Architecture.......... 4 00 

Harney’s Bams, Out Buildings and Fences.... 4 00 

Jacques’ Garden. Farm ami Barn Yard 1 60 

Todd's Youd^ Farmer's Manual, 3 Vols 4 60 

Vol. I, Farm and Workshop 1 60 

•’ 2. Profitable Farming 1 60 

«... W’heat Culture 1 50 

£Ubtt s Lawn and Shade Trees 1 1 06 

Fuller a Forest Tree Culturist 1 00 

KandaU's Practical Shepherd 2 00 

Willard’s Practical Dairy Husbandry 3 00 

Willard’s Practical Butter Book 1 00 

Iri?wis' Practical Poultry Book I 60 

Ten Acres Enongh 1 00 

Howto Geta Farm. &c 1 00 

Our Farm of Four Acres 66 

Flax Culture 10 

Husmann's Grapes and Wine 1 nO 

Thin’s Grape Culture 1 00 

Thomery System of Grape Culture 30 

Frank Forester’s Field cSporls. 2 Vols 4 09 

Frank Forester’s Fish and Fishing 2 50 

Frank Forester’s Young Sportsman’s Manual. 8 00 

Frank Forester’s American Game 1 60 

Practical Trout Culture 1 00 

The Breechloader 1 85 

The Dead Shot, The Gun 186 

The Crack Shot. The Bide IW 

Frank Forester's Home of America, 2 Vols.... 6 00 

Horse Portraiture.— Training Trotters 2 00 

The Dog — Breeding, Breakir g. Ac 3 00 

Wallace’s American Trotting Register !*'• 00 

WaUace’s American Stud Book...... 10 00 

Gun. Rod and Saddle I 00 

Mjdbsss. 

FARMERS’ HOME JOURNAL, Louisville, Ky. 

I fl I M bitbit painlcMly and permtiatiift^ 

■ ■ ■ 1 III floored, i’aper* xnd circulxr* ex- 

■ I III |Bf|p>aiaiof node IreatBcot, witb 

■ ■ ■ III I^VI lestunofluli ef currt, mdI free. 

I I I w I AI»o a trial betile tree in crery 
CMC. Price* rrJucr J to •HtMbe timri. Mr*. J. A. Droihayer 
(fornerir .Mr*. Mr. S. B. Coliis*.) LaPorte, Indiana. 

36-131 
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-HOME 



To bacco Bepabtm ent 

We request short letters or postal cards from plant 
ers in reference to the condition of the growing To^ 
bacco crop. Address Tobacco Department Farmers’ 
Home Journal, Louisville, K.y. 

LOUISVILLE, OCT. 2, 1S79. 



THE TRUTH OF IT. 

One error a portion of the public has fallen 
into in regard to the position of the ware- 
housemen is to suppose that they want to 
keep the independent buyers out of their 
houses for all time. It is very well known 
“within the circles” that the warehousemen 
want all the buyers they can get to bid on 
their “ breaks,” and it is equally as well set- 
tled and understood that their purpose in re- 
jecting the bids of the seceders is a temporary 
expedient to bring them back into the fold 
from which they have strayed — to call them 
off from the strange god they are worshiping 
outside the true church. 

Many of our readers no doubt are true and 
good members of some religious denomina- 
tion, partaking of the holy communion under 
certain rules and regulations established for 
the benefit of the church, the permanence of 
religion and the encouragement of the faith- 
ful. Now, when some brother proves recreant 
to the trust and violates the ordinances of the 
church, what is done ? Do you not withhold 
from him the sacred right of communion ? 
Will any one believe this is done to keep the 
erring one out of the church ? On the con- 
trary, is it not very plain that the object is to 
have him mend his ways, as much for his own 
salvation as for the good of the church ? 

The Tobacco Board of Trade stands in a 
position, as regards its members, somewhat 
similar to the church. Its rules and regula- 
tions are meant for the good of all — the 
planter, the buyer and the warehouseman. 
Then is it strange that it should require ot its 
members that they live up to the rules? 

Again, will any church or other organiza- 
tion, permit refractory members to enjoy its 
rights and privileges, while they are in the 
very act of destroying the organization itself? 
If the action of the Board of Trade is un- 
natural, all the precedents of business and 
moral organization is at fault. 

As long as this injunction suit can be kept 
in the courts, so long will the passions of some 
men suffer them to follow the bent of a desire 
to make mischief. Give a final decision in the 
matter dissolving the injunction,and the sensi- 
ble buyers will do what sensible men always 
do under such circumstances. They will drop 
all this expensive litigation, and let the trade 
go on as usual, regulating all differences with- 
in the board, as it is evident it can’t be done 
elsewhere. The action of the discreet ones 
will exercise an influence upon the hot-heads 
that all the courts of Christendom could not. 

THE SITUATION. 

We learn that several informal meetings 
have been held during the week past, be- 
tween a committee of buyers and warehouse- 
men, looking to a settlement of the existing 
troubles. 

This is, certainly, one step in the right di- 
rection, and we bat reflect the sentiments of 
all who take an interest in the welfare of the 
trade and general prosperity of our State and 
city, when we express the hope that the 
steps already taken will be followed up by 
other meetings, and that a free and friendly 
discussion of all the points of difference may 
be had, until a remedy is found and applied. 
This is a consummation devoutly to be wished. 
Let the invitation “Come, let us reastn to- 
gether,” go from one to another and be ac- 
cepted. 

From the character and standing of the gen- 
tlemen who compose the committees, we can 
but hope that a fair and final ending of all 
the troubles may be the result of their wise 
and prudent counsel. We kmrw nearly all 
the gentlemen who are reported as composing 
this committee, and shall be disappointed if 
good don’t come of it. 

THE CONFERENCE. 

Sunday’s Commercial contains a very unjust 
attack upon the Board of Trade ware- 
houses, and is seemingly intended to 
thwart any efforts made by the more 
sensible and conservative of the trade in 
bringing about a compromise of their diffi- 
culties, and an end to the existing troubles. 
If such is the object of the writer, we hope 
and trust that he may be grievously dis- 
appointed, for we are sure that the gentlemen 
who have the matter in hand have too high a 
regard for their own interest and business 
reputation than to lend themselves to the carry- 
ing out of the selfish plans of a few malcontents, 
who are guided in their movements by nothing 
but spite and venom. 

We understand that in their meetings (of 
conference), although nothing has, as yet, 
been effected, the most kindly and conser- 
vative feeling has prevailed, and that nothing 
has occurred to give rise to the opinion that 
all the troubles will not, in the end, be ami- 
cably and satisfactorily and permanently ad- 
justed. 

The following is from the Clarksville To- 
bacco Leaf of the 23d of September. We in- 
dorse what the editor says of Mr. Charlie 



W'are, and subscribe fully to Mr. Ware's 
views about cutting tobacco green : “ Mr. 

Charlie Ware, one of the livest farmers in 
Todd county, remarked yesterday that if he 
had had perfect control of the weather he 
could not have made half so good a season 
for maturing late tobacco ; that he had never 
before seen such a remarkably good spell of 
weather. He has no fear of frost, and is deter- 
mined to let his late tobacco get perfectly ripe. 
He says he would rather have it frosted than 
cut green, and he is right.” 

A COMPLIMENT MOST WORTHILY 
BESTOWED. 

Dropping into the office of E. C. Jenkins 
and Alfred Lewis, comprising the firm of E. 
C. Jenkins & Co., we were shown, by our 
friend Lewis, a [diploma [awarded them by 
the managers of the Paris (France) Exposi- 
tion, on their display of Kentucky tobaccos. 
The diploma is of most beautiful and taste- 
ful design, and with suitable and •’ppropriate 
inscriptions, and dated Octobei 21, i8y8. 
There was, with the diploma, also awarded 
them a large silver medal, which has not yet 
been received. This is a compliment, not 
only to Kentucky enterprise and skill, but an 
honor conferred upon two of the cleverest 
among all her citizens. 

Messrs. E. C. Jenkins are dealers in “black- 
fat” and other export tobaccos, and tobacco 
brokers, and they thoroughly understand 
their business, and— attend to it. 

PERSONALS. 

E. M. Flack, Esq., of Hopkinsville, has 
been with us this week. 

The handsome face of E. W. Shobe, of 
Oakland Station, Barren county, has been for 
several days seen “on the breaks.'’ 

Harry Glnthf.r . Esq., has returned to 
his home in Louisville, and his handsome 
face is to be seen daily on the breaks. He 
looks bright and fresh, and ready for business. 

George V. Bryan, Esq., of the firm of 
Berry & Bryan (of the National Inspection, 
New York), has been for the past few days 
illuminating our breaks with the light of his 
countenance. The two B.’s have many friends 
in Louisville. 

John L. IIei.m, Esq., of the firm of Meg- 
uiar. Helm & Co., has returned from a short 
visit to the old homestead in Elizabethtown, 
and is again looking after the interest of the 
planter and shipper of tobacco. There is 
nothing good that can’t be said of John Helm, 
and nothing bad that can be said, except that 
he is now an — old bachelor. But “it’s a long 
lane which has no turn.” ' 

We had the pleasure of meeting, a day or 
two ago, Mr. J. L. Barnett, of Ohio county. 
Mr. B. estimates the crop planted in his 
county at one-half an average. Of this, much 
has been damaged and destroyed by the rains 
and hailstorms which prevailed a few iveeks 
ago. About half the crop remains in the 
field yet, unripe. Thinks, with a late frost, 
the quality of the bulk of the crop will be 
much above an average — that is, in size and 
substance. The color must be dark. 

We were gratified to meet and congratu- 
late, on his safe return from his tour abroad, 
our much valued friend, Alfred Lewis, Esq., 
who, after an absence of several months, 
reached home about ten days since, looking 
in fine health and spirits. Mr. Lewis has 
been for a long series of years (until eighteen 
months ago) connected with the Louisville 
Tobacco Warehouse as cashier and book- 
keeper, and during that time has made for 
himself a most enviable record, not only as 
an accomplished business man, but as an up- 
right, clever gentleman. 

After an absence of several weeks spent 
among the farmers of Hart and Barren coun- 
ties, our portly and handsome friend W. M.tr- 
tin Wilson, of the firm of Meguiar, Helm 
& Co., is .again at his post. He reports about 
one-half an average crop of tobacco raised in 
these counties. One-half of this has been cut 
and housed, and being full of sap will, neces- 
sarily, be of very indifferent color. The re- 
mainder, which is yet standing, promises to be 
of a better character, although the propor- 
tion of lugs will be large. Our friend is a 
widower, but his motto being “business before 
pleasure,” he didn’t allow that to interfere 
with his crop investigations. 

CROP PROSPECTS. 

Since our last report the weather has. as a 
general thing, been favorable for the matur- 
ing and saving of the growing crop. As far 
as we have been able to learn, little or no 
damage was done by the frosts of Thursday 
and Friday nights of last week, and at present 
there is a fair prospect for settled weather — 
such as is needed just now. 

About one-half the growing crop is esti- 
mated to be still in the field, uncut. This, if 
the farmer don’t get scared and cut green, 
will be the richeH and heaviest part of the 
crop ; but the color is bound to be very dark 
and undesirable, as, to make it otherwise, 
much and continued warm sunshine is neces- 
sary. This we can’t hope for at this late day ; 
hence we must expect but little colory to- 
bacco from the late cuttings. 

The Board of Trade is the mater familias. 
If she spanks you, boys,it’s for your own good. 
Come into the house. Just be quiet a few 
minutes. The sugar plums were made for all, 
and you shall have your share, even if you 
must take them with injunction sauce. 



THE TOBACCO MARKET. 

Below we give a full report of the transac- 
tions in our market for the week, month and 
year ending Saturday, September 27. It will 
be seen that there has been a very great fall- 
ing off in both sales and receipts : 



Worehouses— 


Week. 


.Mo. 


Year. 


Louisville, hhds 


.. 84 


410 


4 . 9«5 


Green River 


.. 16 


89 


1.352 


Xinth-street 


.. 171 


947 


9.839 


Pike 


.. 119 


435 


2,246 


Gilbert, Hudson Co.. 


.. 28 


•97 


1.497 


Pickett 


.. 183 


608 


8.503 


Boone 


... 76 


327 


2.932 


Farmers’ 


.. 88 


260 


2.844 


Kentucky Association... 
Planters’ 


.. 58 


227 


2,830 




375 


4.632 


Falls City 




196 


2,207 


Total 


• 895 


4.071 


43.797 


Year 1878 


•1,589 


6,540 


58,980 


Year 1877 


•1,063 


4.575 


47.533 


\ ear 1876 


..1,281 


6,226 


52,147 


Classified— 


Week. 


Year 


Original new, hhds 




601 


26,027 


Original old 




53 


9,442 


New reviews 




206 


4,250 


Old reviews 




35 


4.078 



New sold to date, 27,473 hhds; in 187®. 
53,249 hhds. 



Receipts for the week, 350 hhds ; last week, 
430 hhds; week before, 700 hhds. 

The market closed dull and irregular, with 
pi ices, except for the bright sweet sorts, pos- 
sibly a shade lower. Of the stock of sweet 
fillers and cutting grades now on hand, there 
is comparatively but little (in first hands), and 
such kinds are and will continue to be in ac- 
tive demand. 

On Monday and Tuesday of this week there 
was but little if any change in the condition 
of our market. Low grades are inclined to 
drag, and indeed one leading feature about 
the trade at this time is a general lack of ani- 
mation. The offerings continue small and of a 
very poor nondescript character. Below we 
give classification of prices and report of 
Tuesday’s sales at the various warehouses : 

Kentucky Tobacco Association sold 9 
hhds; 2 hhds Breckinridge county leaf at 
$8.6 o@ 9.30 ; 5 hhds Breckinridge county low 
leaf and lugs at $3.20(^5.80 ; I hhd Daviess 
county trash at $2.50 ; i hhd Warren county 
low leaf at $4. 

Planters’ house sold 14 hhds: 8 hhds 
Breckinritjge county leaf at $6.5o@i2; i hhd 
Green county leaf at $6.90; i hhd Clrayson 
county leaf at $6.40; 3 hhds Logan county 
leaf and lugs at $4^5. 20; i hhd Green coun- 
ty leaf at $6. 

Green River house sold ii hhds: ii hhds 
Green county leaf and lugs at $2.50^ 7.40. 

Pike house sold 15 hhds: 2 hhds Graves 
county medium to common leaf at $6^ 7.50; 
2 hhds Breckinridge county common leaf and 
lugs at $5.05(2,6.40; 4 hhds Tennessee com- 
mon leaf and lugs at $3.35(2)6 ; 2 hhds Logan 
county low leaf at $5.30(5 5.60; i hhd Ballard 
county low leaf at $5.15; 2 hhds Larue coun- 
ty common lugs at $3@3. 15; 2 hhds old com- 
mon lugs at $2 40(5)2.75. 

Louisville house sold 86 hhds : 10 hhds 
Butler county leaf at $ 5 - 95 @ 9 - 3 ° > •* hhds 
Daviess county low leaf and lugs at $2.35(5) 
6.70; 9 hhds leaf and lugs at $3.20617.60; 
2 hhds Simpson county old leaf at $6 20@ 
6.40 ; 54 hhds leaf and lugs at private sale. 

Ninth-street house sold 62 hhds: i hhd'Vir- 
ginia leaf at $35 ; 25 hhds Barren county leaf 
at $4.40(5 7.20 ; 16 hhds Barren county lugs 
at$2.55@4; II hhds Butler county leaf and 
lugs at $3.15(5)7 ; 6 hhds Warren county lugs 
at $2.60(54.^; 2 hhds Hart county common 
leaf and lugs at $2.7561 5.25 ; i hhd Logan 
county common leaf at $6.30. 

Farmers’ house sold 18 hhds: 10 hhds 
Barren county leaf at $5.25(5)6.90; 6 hhds 
Barren county lugs at $3.75^14.40; i hhd 
Warren county leaf at $6.70; I hhd Taylor 
county lugs at $4. 

quotations— Nondescript. 











Good lugs 








Common leaf 









Good leaf 








Heavy Bodifd — 




Red. 


Dark. 


Common lugs 






3 a 3 '^ 


Good lugs 




5 a 6 


3 ) 4 a 4 


















Fine leaf 






4)4 a 7 !t 


Selections 






7 ) 4 a«o 


Cutting— 




Red. 


Bright 










Good lugs 






li ^’w 3 










(iood leaf 






15 («,i8 


Fine leaf 






18 (^31 


Selections 






33 (U 3 S 



For the prices current of our tobacco mar- 
ket. pubiished in this issue, we are indebted 
to our friend Wm. J. Lewers, the gentlemanly 
and polite secretary of the Tobacco Board of 
Trade, and popular auctioneer. The figures 
may, therefore, be relied on. 

TOBACCO SHORT NOTES. 

Kenton county, Ky., has a Larger crop of 
the weed this year than ever before. 

Boone and Owen counties, it is thought, 
have crops of tobacco short of last year, and 
inferior in quality. 

J. P. Hightower, Jr., left in our office last 
Monday a leaf of tobacco which measured 
thirty-eight inches in length and twenty-three 
inc’<es in width . — Elkton Register. 

We learn from Dr. J. F. Johnston that the 
tobacco crop in the Peacher’s Mill section is 
very Late, and much ol it being cut green. 
Much tobacco in swags was seriously dam- 
aged by late rains, and the crop will necessari- 
ly lug very heavily . — Clarksville Tobacco Leaf. 

Clay Rice, of Lyon county, cut last week 
and this week, 75 acres of as good tobacco as 
ever grew in he Fredonia valley. He will 
handle it well, too, for he is one of the best, 
if not the best, handlers of tobacco in the 
State. If he lives a dozen years, and has 
good luck, he will be able to buy one-half of 
Lyon county. Stick a peg right there. — 
Princeton Banner. 

Men of experience in tobacco affairs say 
that most of the fine plug sold in this mar- 
ket is made ol Kentucky leaf. Such being 
the case, why wouldn’t a manufactory of the 
article pay in Maysville ? Colonel William 



Hunt and others, we believe, have a charter 
from the Legislature for some establishment of 
the kind. What says the colonel about start- 
ing the ball ? — Maysville Enterprise. 

\ Cincinnati firm is building a dry-house 
for tobacco, near the mouth of Flat creek, in 
this county, of the following dimensions: six- 
ty feet long, forty feet wide, and twenty feet 
high in the clear, with corresponding side 
sheds. — Yeoman. 



The following we clip from the South 
Kentuckian at Hopkinsville. It appears that 
our friends of the Hopkinsville Tobacco 
Board of Trade, in attempting to avoid Scylla 
have run afoul of Charybdis. How hard it 
is to please everybody. We suggest to our 
warehousemen that if they conclude they are 
unable to work for nothing and find them- 
selves, they at once proceed to sell out to 
some one who is able to run a warehouse 
just for the fun of the thing, and to receive, 
store, inspect, sell and ship all tobaccos sent 



SALE OF TROTTING STOCK 

FROM 

MR. ROBERT BONNER’S FARM. 

B y direction of Mr. ROBERT BONNER, we wil 
sell at public auction on Wednesday, October 29, 
*® 79 » * large and choice draft of trotting stock from 
his farm, near Tarrytown, N. Y, The sale will com- 
mence at 10 o’clock A. M., rain or shine, and be abso- 
lutejy without reserve. There will be no bv^bidding. 
Every animal put up will be soldjcven it no more 
than a ten-dollar bill be offered. The place of sale 
and further particulars will be given in a future ad- 
vertisement. 

The stock will comprise many valuable young 
horses without records that have trotted trials between 
and 2:45. Young stallions and fillies by Startle 
and Edward Everett, well-bred on the dam's side, will 
be a feature of the sale. 

The brood mares comprise daughters of Mambrino 
Chief, Rysdyk’s Hambletonian, Messenger Duroc, 
vernol s Black Hawk, Administrator, Edward Ev- 
*r^u Alcalde, etc., from dams of choice breeding. 

This will be the first sale, public or private, made 
by Mr. Bonner, although for twenty years he has 
been known as the most spirited and discriminating 
buyer of fast trotting horses in the world. His farm 
and stable, however, have become so overstocked that 
he must either build more stable room or sell, and he 
has concluded to offer about one third of his choice 
selection. PETER C. KELLOGG & CO., 

no John street, New York. 



them without the hope of fee or reward : 

Rtsolvfdy That the masters of all granges in 
Christian county are hereby requested to meet 
with Church Hill Grange at their hall on 
Tuesday, October 7, 1879, 10 o’clock A. M., to 
elect a representation from this county to the 
State Grange. 

Resohedy That each grange in this county is 
respectfully requested to send a delegation of 
their members to meet with us at the above 
place, to take into consideration the action ol 
the Tobacco Board of Trade of Hopkinsville 
in reference to the sale of Tobacco, believing, 
as we do, that said act is unjust and detri- 
mental to the interest »f the tobacco growers 
of this section. By order of the Grange. 

J. D. Clardv, \V. M. 

John A. Browning, Secretary. 



CURING TOBACCO IN PENS. 




r EDNESDAY, OCTOBER 15, 1879, I will offer tt 
e' Christiansburg Pike, 5 miles 

from ohelby ville and 3 miles from Christiansburg depot, 
my entire herd of 180 throughbred Berkshire Hogs of 
the best strains and most noted families, consisting of 
2 prenuum Boars, Long Range and Longfellow, with 
other first class Boars; about too choice brood Sows 
^d Gilts, sired by the following imported Boars : Royal 
Duke, dam Royal Duchess 900, sold for $400; Liver- 
pool 1,475, sire Lord Liverpool 221, sold for $700: 
Lord Duffenn, sire Sir Dorchester Cardiff; Echo, sire 
Western Echo 479. My Berkshires won at Harrods- 
burg, Eminence, bhelbyville, Frankfort and Louisville, 
first premiums and sweepstakes. Persons wishing to 
improve their stock have an opportunity of attending 
the best sale of Berkshires ever offered in this State. 
Also some thoroughbred cattle, one and two year old 
steers and heifers; 2 fine bull calves; \ very fine two 
year old Golddusi Stallion. Sale to commence at to 
o'clock. 'Terms made known day of sale 

Ti r r 11 K A CRUTCHER. 

D. C. Callahan, Auctioneer. 40-31 



Simply p'ant a post or two sticks (rails will 
do) for the beginning and ending corners, and 
then begin square pens, like making fence, 
leaving one side of each pen open as high up 
as wanted, say ten or fifteen rails, and then 
build up all sides as high as will be wanted, 
putting in strong rails for tiers as you go, and 
cover with loose boards with a few rails on the 
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MERCER COURT OF COMMON PLEAS. 



top to hold the boards to place. 

These pens can be made almost as quick 
and cheap as scaffolds, enough in one line to 
house a large field of tobacco. We have seen 
very fine tobacco cured in such pens, and 
then moved into the shed barn for safe keep- 
ing. It does not require much firing, is gen- 
erally safe (we have never known one to burn), 
and no house burn. The pens being small, 
the tobacco is not likely to be crowded so close 
that the air will not pass through, and a little 
smoke in the beginning will cause the worms 
to drop off and start the tobacco to yellowing 
beaiuifully, if ripe. — Tobacco Journal. 



OWEN AND HENRY TOBACCOS. 

The Frankfort Yeoman thus speaks of some 
samples : d - 

We have been shown by aItTL. E. Harvie 
other samples of Franklin county tobacco, of 
the White Burleigh or Kentucky river cutting 
leaf variety, grown this season by Mr. James 
C. Pulliam on the dividing ridge between 
Stony and Flat creeks, adjoining the Harvie 
lands, and near the Bald Knob turnpike. 
The samples, Irom perfectly green to those 
half cured, are all very fine, large, of splendid 
fiber and texture, and exceedingly rich golden 
color. They present but another evidence of 
the great future wealth that as yet lies com- 
paratively undeveloped in the rich soil of our 
Franklin county hills and bottoms, but which 
will soon find its way into the pockets of our 
Franklin farmers, whenever they turn their 
attention intelligently and methodically (as 
they surely will soon do) to the more general 
culture of this prolific and profitable crop. 
The soil of the Franklin lands is of precisely 
the same character as that of Owen and 
Henry, and in no respects inferior to eithei in 
its adaptation to the culture of the White 
Burleigh and other varieties of high priced 
tobaccos, which have made the crops of those 
counties so famous in the tobacco world. The 
only difference is in the care and skill dis- 
played in the cultivation and preparation for 
market. A little time and experience in these 
respects will soon place Franklin farmers 
fully abreast with the best growers and ship- 1 
pers of the other counties. The Rev. John 
A. Head, of Monterey, who annually handles 
heavy amounts of the Owen and Henry to- 
baccos, and is one of the best judges of the 
w’eed in the State, has just pronounced the 
samples grown by Mr. Pulliam in present ap- 
pearance fully equal to any tobacco he handled 
last year.^ 

TOBACCO IN TEXAS. 



A. S. McCann's Trustee, &c-, plaintiffs, vs. A. S. 
McCann, &c., defendants. 

Pursuant to the judgment rendered herein at the- 
September special term, 1879. 1 will sell at public auc 
tion on the premises, at 12 o’clock m., 

ON SATURDAY, OCTOBER 4 , 1879 . 
the tract of land herein decreed to be sold, to-wit : The 
McCann farm, containing 540 acres of magnificent 
biuegrass land. All of it No x,welJ watered, with inex- 
hausuble springs of running water. A large portion 
of it is well set in fine blue and orchard grass. It has 
upon it a good house and improvements ; a fine orchard 
and vineyard. It is one of the richest and most desir- 
able country seats in the State. The land lies within 
U mile of Hurgin Station, on the Cincinnati Southern 
Railway, and four miles from Harrodsburg. This 
tract of land lies beautiRilly. is well timbered and has 
been roost judiciously hu^banded, and is in the center 
of a most desirable and cultivated neighborhood. This 
place will be sold in parcels and then sold as a whole, 
and that b’d will be accepted that brings most money. 

Terma of Sale. — Th« place will be sold on a cretfit 
of 6, 12, 18 and 24 months ; the purchaser will be requir- 
ed to execute bonds with approved security, payable 
to John C. 'fhompson as T rustce of A . $. and J . P. Mc- 
Cann, having the force and effect of judgments, bear- 
ing interest at 6 per cent. per annum from date until 
paid, and reserving liens upon the land until the pur- 
chase money is all paid. 

JNO. B. T. DAVIESS. Master Com'r 
Mcrccr Court of Common Pleas. 

COMMISSIONER’S SALE 
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MERCER COURT OF COMMON PLEAS. 

D. M. Bowman's Trustee, &c., plaintiffs, vs. D. M. 

Bowman, &c., defendants. 

Pursuant to the judgment rendered herein at the 
special September term, 2879, 1 ^>^1 ’^^11 public auc- 
tion, before the court house door in Harrodsburg, Ky. 

ON MONDAY. OCTOBER 6 . 1879 , 

It being the first day of county court term, the tract of 
land herein decreed to be sold, to-wit : 'The farm of 
D. M. Bowman, containing about 340 acres Of 
fine Biuegrass land, well timbered, and one of the 
best improved places in the State. It has a most sub- 
stantial and commodious brick dwelling upon it; 
fine stables, etc. The fencing is in e.-:ce!lent order. 
This place lies w'ithin one and a half miles of Burgin 
Station, on the Cincinnati Southern railway, seven 
miles from Harrodsburg, and directly upon the Har- 
rodsburg, Cane Run and King’s Mill turnpike road. 
This is one of the most elegant and desirable farms in 
the county. The place will be sold in separate parcels, 
the first tract contains about 140 acres (upon this the 
house is situated). The second contains about 170 
acres The third conmins about 30 acres. Itw’illalso 
be sold as a whole, ana that bid will be accepted that 
brings the most mon^. 

TERMS OF SALK — The place will be sold on a 
credit of 6, 12, 18 and 24 months ; the purchaser w ill be 
required to execute bonds with approved security, pay- 
able to John C. Thompson as trustee of D. M. Bowman, 
having the force and effect ot judgments, bearing in- 
terest at 6 per cent, per annum from date until paid, 
and reserving liens upon the land until the purchase 
money is all paid. JNO. B. T. DAVlESS, 
Master Com’r Mercer Court of Common Pleas. 



The Shu .Vntonio Frtxe Presse says: It 

ha? known for a long time that Tobacco 
thrives weM in Texas, li is now being dis* 
covered that Tobacco raising is much more 
profitable than several other crops. As a 
general thing thus far. Tobacco has only been 
raised in small quantities, sufii(‘ient only for 
the use of the farmer himself. The qualities 
of the Tobacco raised are very different, ac- 
cording to soil and the kind of seed use<l. It 
is, however, certain that where proper care is 
taken the Tobacco raised in Texas will com- 
pare favorably with the best raised anywhere. 
It may not do to tell our Cigar manufacturers 
this, for, as a prophet is not without honor 
save in hi? own country, they would say: 
“Pshaw! Texas Tobacco is no account any- 
way.” 

Like in everything else, local industry and 
enterprise are not encouraged. Possibly it is not 
rais3d in sutlicient quantity to justify the man- 
ufaelurer in purchasing. And herein lies the 
secret of the failure to raise Tobacco. Not 



XjIQ^TJIID 

COTTAGE COLOHS 



Tweniy-five Shades Ready for the Brush. Hundreds 
who have used it say it is 

The Best Mixed Paint in Market. 



Be sure and buy it. Send for circular to 

CHICAGO 

White Lead and Oil Co. 

MASUP.\CTCRBRS OF 

White Lead, 2inc, Putty, Linseed Oil, Etc. 

E. W. BLATOHFOED. Pres't 

Cor. Green and Fulton Sts., (36~9t) Chicago. 111 . 



enough has been raised to justify tliomerehants 
ia speculating in the article. It would be very 
diflerent if, for instance, one hundred farmers 
were to agree to raise one acre of Tobacco. 
In such an event, purchasers would soon be 
found who would buy up the product, and in 
this way the trade between producer and con- 
sumer might be opened up. — Galre.Hon News. 

The fair grounds have been sold to Frank 
Mitchell for $2,700, and will be converted 
into a tobacco plantation. The amphitheater 
will be fixed up for a tobacco barn. The late 
managers of the fair say that it was a melan- 
choly failure, on account of the little interest 
taken in it by the town people . — Carrollton 
Democrat. 



PENSIONS. 



KT«ry woood or lojory, 
-ftcridrotor «ot roti- 

I nioldirrol to* Itlewar to 
,, _|>eB»loa. All ptn»ioo> by the 

of Jeowy 18:y, becia bark at dato of dieeLrae or draib 
Cl the eoldier. All ontiiled aboaid apply at ooce. Thouaaade 
« Soareaow drawtoir peatioea are aBUllad to aa iucreate. 8ol- 
i art and widows of the war of 18i». aad Maxicaa war aolitlad 
’ > paatioot. Ftaa lo all aaaaa only |I9. Bonaty yet doe to 
hnuatailf. Saiopla Copy Cituem 8oLoia» ttm. Snd two alampt 
ivrocw iawa, blanks, aad iaatrariloas to 

Col. N, \V. Fitzgerald, U. S. Claim Au’jr 

Box sSI, Washiugton, D. C» 

39 - 4 « 



4 a con PER Day at home. Samples worth $5 
10 OZU free. Address STINSON '' — 



Portland, Maine. 



& CO. 
»o-xyr 



A YEAR and expeoses 60 agents. Outfi 
$ i I i Free. Address F. O. VICKERY, 
xt-iy Augutta, 



